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Asks Ruling on 
Emergency 
Fund at Colony 


LITTLE ROCK (AP)-Two rep- 


resentatives who voted against 
each olher on the measure today 
asked for an official opinion on 
whether Gov. Orval E. Faubus 


( can rlip into his emergency fund 


to help the Children's Colony op 
crate while his $16 million omni- 
bus bill is under court attack. 


Rep. Harry VV. Carter of Pu- 


lnf;i County, who voted against 
the bill, nnd Rep. Jim Brandon, 
Also of Pulaski, who voted for it, 
requested Atty. Gen. Frank Holt 
for an immediate ruling. 


Faubus has said that one effect 


of the lawsuit challenging consti- 
tutionality of the 'act probably 
would be to require that 32 chil- 
dren be sent home from the col- 
ony, which is one of more than 
30., departments and agencies ap- 
ffloprialcd for in the bill. 


Colony officials are 
exploring 


ways to try to avoid this eventu- 
ality. 


Several persons have suggested 


that Fauhus use his emergency 
fund for the colony. 


Carter and Brandon wrote Holt, 


that in fairness to Faubus they 
thought they should seek an offi- 
cial ruling. 


^Governors' 
emergency 
funds, 


both of Faubus and of prcviou: 
executives, have been used in the 
past for a wide variety of pur 
poses. 


Chancellor 
Guy E. 
Williams 


who will hear the lawsuit, saic 
Monday he would look closely a1 


further petitions to intervene in 
the case, which he said might pro 
vent setting of a trial date, 
-lie said he thought the suit 
Should get a specly hearing. 


New requests to intervene In the 


suit filed by Pulaski County Rep. 
J. H. Cotlrell Jr. were presented 
Monday on behalf of two unions, 
the University of Arkansas Board 
of Trustees, Arkansas Municipal 
League and Arkansas Military De 
parlmcnl. One asked for a 20-day, 
delay to allow preparation of a j 
more complete interventions. 
^Williams said if every interva 
nor asked for 20 days the case 
"never would come to trial." 


Williams said he would grant in- 


terventions which had merit but 
would not allow such actions to 
delay the suit. 


Gov. Orval E. Faubus has until 


April 12 to file a reply to the suit, 
which contends the omnibus law 
violates a constitutional require- 
'.pent calling for separate appro- 
priations bills. Faubus' legal ad- 
visor, William J. Smith, said he 
will confer two or three days 
with Asst. Alty. Gen. SamjBoyce, 
who has been assigned to handle 
the case for the state.' 


Hope Sends 25-Man Delegation to Red River Convention 


Cars Collide, 
Damage Heavy 


A' North Howry nnd fllh Street 


yesterday aulos driven bv C. I, 
Johnson of Hopn nnd 
Karl J 


Thomas of Col Ion Valley, La. col- 
lided with heavy damage result- 
ing. City Officers Shirley nnd Mi- 
Inm said the Johnson car was 
practically demolished 
and 
lht< 


Louisiana nu-'o had fender, body 
ar.vl windshield damage. 


Parking Setup 
Changed on 
Second St. 


Starting as soon as it can be 


marked 
off ''hero 
will 
be only 


j parallel parking on Second Street 


in the downtown nrai, the City 
Board of Directors ruled yester- 
day following a discussion fo the 
problem with a group of business' 
men. 


In o'her action Ihe Directors 


refused n building permit lu Dean 
Browning because, the 
proposed 


building did not meet rules nnd 
regulations of the city building 
code. The structure was •'<) have 
beer. erected al '111 in I and 
I la/el 


us (in addition to his piTsc.nl lo- 
cution 
.The 
const ruction 
w a s 


s'opped by (he fire chief bre;iuso 
of certain material disallowed in 
Ihe city's fire '/one. The Board 
directed Mr. Browning to meel 
specifications and a permit would 


—Conlax photos, Alex. II. Washburn 


THIS WAS THE MILLWOOD BREAKFAST AT 7:30 THIS 


morning in the Crystal Ballroom of the Washington-Yoyree Hotel, 
Shrevepor!-, at the 36th annual convention of the Red River Valley 
Association. 


IT WAS A VICTORY MEETING, AS POINTED OUT BY 


Congressman Oren Harris and visiting U.S. Corps of Engineers 
executives, since actual construction is now starting on Millwood 


Dam on Little River aflor more than 20 years of controversy 
and delay. Among the guests today were Maj. Gen. Keith R, 
Barney, acting chief of the Corps of Engineers, Washington; 
Maj. Gen. Robert J. Flaming, Southwestern division chief, Dallas; 
and Col. Howard Penney of the Tulsa office of the Engineers. 
Congressman Harris and Col. Penny 
spoke at the Millwood 


Breakfast. Attending the breakfast were 110, with 25-man delega- 
tions from both Ho.ie and Texarkana. 


There was no no' ion on a sug- 


PRICE 5c COPY 


Katanga Boss 
Rallies Forces 
fo Fight UN 


By ERROL FRIEDMANN 


ELISAHETIIVILLE, Ihe Congo 


( A I M —Knlnngn Pn-siik-nl Moishc 
Vshomhe, Unvaried in a move lo 
sei/e Ihe 
Klisnbelhvillo airporl 


from U.N. force.' 
angrily called 


on 'his supporters today lo gel 
ready (o fight the United Nations. 


Two 
hours 
later ho ordered 


Ihciii off, bul knife-wielding Afri- 


Al midal'teniooii t'hc slrong mall' 


mi roads leading lo the airporl. 
are Belgians retained by Tshom- 
leader 
of 
secessionist. Katanga 


Province ordered full mobilizntion 
and luriied this capital city Into 
an .armed camp, lie handed the 
U.N. forces an ultimatum lo sur- 
render 
the 
nil-port 
within 
two 


hours, Then, as lonsion mounted, 
Tsliombe annouiveod he. and U.ljf. 
ifficials 'had reached an agree- 
.nenl lo avert an explosion. 


Even as this 
was 
announced, 


"rcn/ied 
Africans 
were, milling 


about 
iiivil'oriiied 
Swedish U.N. 


soldiers, 
attacking 
•(hem 
with 


stones and smashing their cars. 
I'wo Swedish drivers were res- 
cued by while members, of the 
Katanga army. 


That army, Ihe mo.sl disciplined 


in the Congo, is commanded by 
Tshombo bul many of its officers 
are elgiaus retained by Tshoni- 


Mrs. Betty Purtle 
Dies at Bluff Spgs. 


,»Mrs. Betty Purtle, 98, lifelong 
'Wcvada Co. resident, died today 
at Bluff Springs.' 


Survivors 
include three sons, 


Hc.slerly of Nevada Co., Otis and 
Nelson 
Purtle 
of Hope; 
three 


daughters, Mrs. A. Easl and Mrs, 
Edna Martin of Bluff Springs and 
Mrs. Jim Kilpa'rick of Waldo. 


Services will be held at 2:30 


p.m. Wednesday at Bluff Springs 
by the Rev. Wesley Thomnson. 


THIS WAS THE SPEAKER'S TABLE AT THE MILLWOOD 


Breakfast: Col. Howard Penny is speaking; others at the table, 
left to right: Angus H. McRae; Maj. Gen. Robert J. Fleming, 
chief of the Southwestern division officers of the Engineers, Dal- 
las; Congressman Oren Harris of this congressional district; 
George W. Peck of Hope, president of the Southwest Arkansas 
Water District; Cliff Fairbanks of Alexandria, La., president of 
the Red River Valley Association; Maj. Gen. Keith R. Barney, 
ac*««q rWfif of the Corns of Enflineers, Washington: Charles Con- 


way of Texarkana, executive of the Southwest Arkansas Water 
District; and Harold Norris of Broken Bow, Okla., executive vice- 
president of Red River Valley. 


EDITOR'S APOLOGY: Someone helped the photographer 


identify those at the speaker's table — but when the picture came 
up the number of faces didn't jibe with the number of names. 
Owing to the newspaper's deadline it was impossible to make 
correction. 


Weather 


Experiment Stalion report for 


24 hours ending at 7 a.m. Tuesday 
High 71, Low 38; trace of precip- 
itation; Total 1961 precipitation 
through March, 13.91 inches; dur- 
ing the same period a year ago; 
12.75 
inches. 


™rk regional forecast 


By THE ASSOCIATED PRESS 
Central, 
northeas', 
southeast 


and southwest: P a r t l y cloudy 
through Wednesday 
with widely 


scattered showers and thunder- 
showers W e d n e s d a y. 
Cooler 


Wednesday. Highs today mid 60s 
central, low lo mid GOs northeast, 
mid GOs to low 70s southeast 
and 


southwest. Lows tonight high 30s 
jjj low 40s ceivtral, mid lo high 
30s excepl near freezing 
north- 


western counties northeast, low to 
mid 40s southeast, high 30s lo mid i 
40s southwest. 


Northwest 
Arkansas: 
Partly 


cloudy through Wednesday 
with 


w i d c 1 y scattered showers 
an* 


Annual Red 
River Valley 
Conference 


SIIREVEPORT, La. (AP)—The 


Ulilh annual convention of the Red 
River Valley Association winds up 
jj.oday with speeches by thc prcsi- 
jdcnl of thc Mississippi river Com- 
' mission 
and 
Louisiana, Texas, 


Tennessee and Arkansas congress- 
men. 


I 
Maj. Gen. Thomas A. Lane of 


Vicksburg, president of lhc Mis- 
sissippi River Commission, heads 
lhc list of speakers with Maj. Gen. 
Robert J. Fleming of the U.S. En 
ginecrs Corps, Dallas, Tex.; Sen. 
Russell B. Loivg, D-La.; and Reps. 
Wright Patman, D-Tex., Oren Har- 
ris, D-Ark., and Clifford 
Davis, 


DTcnn. 


In the opening session Monday, 


j t h o RRVA approved a resolution 


urging and endorsing multiple pur 
pose navigation on the Red River, 
The resolution also approved low 
cost barge operation as a possible 
method of reducing transportation 
costs in the river valley. 


Speakers included Sen. Allen ,T. 


Kllender, and Reps. 
Harold Me 


Svvcen, Edwin A. Willis, T. A. 
Thompson 
and James II. Morri 


son, all Louisiana Democrats. 


McSween, tracing the history of 


a campaign for a navigational 
study of Ihe Red River, urged del 


ales to attend a hearing in Alex 


andria, La., April 20. 


gcstion thill Mockingbird Lane be 
opened from Third Street to Fail- 
park, near the city limits. The 
group wanted !o investigalo the. 
mailer further before taking ac- 
tion. 


Thc group voted lo pay what- 


ever tax rebate is necessary 
•!() 


clear the Mile lo tlhe old dumphvg 
ground so il. can be delivered lo 
a buyer. The mat'er of money 
involved amounts 
to 
only $1.11' 


taxes paid by a Nashville woman 
through on error. 


In regard the meter violation 


tickets only courtesy tickets will 
be placed on out of county cars 
irc thc 
future. 


A permit was granted C. II. 


Hampton for construe!ion of a 
house on the RoSslon road. 


be. Belgium formerly ruled this 


Continued from Pago Three 


Reports Meet 
of Bigwigs 
on Bond Issue 


By JOHN R. STARR 


LITTLE 
ROCK 
(AP) — Gov 


Car Overturns on 
Curve, Man Dies 


OZARK, Ark. (AP) — Sferlir.'g 


M. Uier, (10. of Charleston, was 
killed Monday when his car over- 
turner! on a curve on state High- 
way !l(i four miles west of here 


Orval E. Faubus 
explained his 


contrvcrsial $7f> million sla'.e ex 
pcrxlilurcs program to a group of 
about 30 political and 
business 


leaders at an unannounced meet- 
ing here Monday night. 


Faubus 
reportedly 
told 
the 


group that he would cull a special 
election on a $(iO million boixl is- 
sue proposal "when 1 think it has 
a chance." 


Storm Whaley, a University of 


Arkansas vice president, saiil the 
mcc'ing was called by Leon Cnl- 
lell and D. P. Raney, both of Little 
Rock, members of the University 
board of Trustees. 


"The governor and his legisla- 


tive aide, William J. Smith, were 
invi'ed to explain the building pro- 
»ram," Whaley said. 


The meeting, hold at n mold, 


lasted about four hours. 


Whiiley said it was logical to 


expect that persons who a'tendc-ii 
would use their influence to gel 
the bond issue approved at the 
polls, but the meeting should not 


Rubinoff to 
Play Here 
Friday, May 5 


When Dave Rubinoff appears in 


popular conrcrl in Hope at the 
High School Auditorium on Fri- 
day, 
May 
r>, he will perform as 


violiiv solos 
lhc 
full 
scores of 


Chopin's Polonaise, 
the Warsaw 


Concerto, and Rhapsody in Blue. 
The American public has grown 
to love these numbers arranged 
for piano and' ordtcxlru, but Ru- 
binoff feels they leivd themselves 
to violin equally as well. 


A gradual)! of Ihe Royal Con- 


servatory in Wiirsaw, Poland, Ru- 
binoff knew a.s a child Hie mar- 
tial feeling inspired by Ihe im- 
mortal Polonaise. Even with free- 
dom 
-today 
confronted 
with ly- 


raivny and treachery as Chopin 
knew it, the opus is appropriate 
a.s a current theme of lhc limes. 
The Polonaise was 
written 
by 


Chopin with a burning spirit of 
national sympal'hy and has been 
ikoned lo "Ciinr/uns 
Buried 
in 


Flowers". 


Rubinoff knew George Gershwin 


and heard him perform the Rhap- 
sody in Blue for the first time 
in l!)2'l. Gershwin wrote I lie great 
ja/is classic in a few weeks, but 
in transcribing it for violin-, Ru- 
binoff spent mon'lis in perfecting 
the arrangement to his satisfac- 
tion. 
( 


lie was more fortunate in pre- 


paring 'he soul-stirring 
Warsaw 


Concerlo as the Composer, Rich- 
ard Addinscll, worked with him 
on the transcribed violin version. 
Mr. Addinsell fell afler hearing 
Rubinoff play Ihe Concer'o that 
it was a new revelation in depth 
of feelir.'g a.s only the violin could 
express il. 


You may purchii.se tickets from 


members of local garden clubs, 
Music club, Junior Auxiliary and 
D.A.R. and hear 'these premiere 
performances on the violin. 


LfcFT TO RIGHT: MAYOR ROBERT McELROY OF TEX- 


ARKANA, Tex,; C. A. Fairbanks of Alexandria, La.; president 
of the Red River Valley Association; and Dan Sparks of Texar- 
kana, vice-president of the Red River Valley. 


GENERAL MANAGER 
HASKELL 
JONES 
OF 
RADIO 


Station KXAR announced at Shreveport (hat the tape-recording 
of the Millwood Breakfast would be played back over KXAR at 
5 p.m. Wednesday. 


and crashed into a ditch. He was j be cor/sidered a kickoff for the 
alone in the car 
' 
rontimifid on Page Two 


CONGRESSMAN 
OREN 
HARRIS 
ADDRESSES THE 


Breakfast. He reminded his listeners that in this same room back 
in 1955 he made the speech outlining the compromise agreement 
adding upstream dams to the Little River project which finally 
cleared the way for authorization of construction funds for Mill- 
wood Dam. 


thundershowers this afternoon and to hold jn c.onnciencc information 
tonight. Cooler Wednesday. Highs 
today low to mid GOs. Lows tonight 
.jjear freezing north to mid 30s 
•south. 


A R K A N S A S: Par-'ly cloudy 


through Wednesday with widely 


Boy 13, Kills 
His Mother 


DELAWARE, 
Ohio 
(AP) 
— 


Cubans to Release 
Two Americans 


WASHINGTON 
(API — 
Two 


More Candidates 
for Congress 


LITTLE ROCK (AP>—The 0th 


Around Town 


•f Tht MM Staff 


Americans held in Cuba 
since! Congressional 
District race gol, 


their plane was forced down on a two more official candidates to- j Mitchell lost 


City Police report that a purse 


was 'aken from Pat Brateher, S.' 
Fulton Street, containing $5.00 in 
money and important papers . . . 
the car was parked at the Health 


officer with the 
Illh Cavalry in 


Korea 
Lt. Fuller entered the 


Mrs. 
Vivian 


purse 
Friday 


Something kepi telling him to do '30, 


flight over the island are being! day. 
released 
today, 
two 
Congress 


members announced. 


They arc pilot 
Linden Blue, 


about 26, of Denver, Colo., and 
his passenger, Donald Swcnson, 


it was lakeiv from her 


Army in Sept. 1957 and was sta- 
tioned ;it Fort Leonard Wood, Mo. 
before arriving overseas in May 
I860 
a member 
of 


John II. Jones, 3!)-year-olcl Pine'""' ')al'ked al thc SL'h°o1 - 
, a 
'shim . . . she appeals for return i" 
Bluff lawyer, qualified as a candi- of important papers. 
Medical Code 
Didn't Apply 


LITTLE ROCK (AP)—Thc med- 


ical code which requires a doctor 


it, Gary Geigcr told authorities.,Products Co. of Fremont, Mich. 
I Cross said he would qualify as 
. , 
,, 
• 
, .,, .—i-< 
,., , 
... ,, 
,,' ,, ,, 
girls . . . there were nine \slute i c..\\i 
about his patients doesn't apply if jSo he got a shotgun, sneaked up 
Sen. Gordon Allott and Rep. I a candidate with Mrs. Hall Satur- 1)()VS .1|;(| foU(. w,)i)t. ,,jr|s 
slx ^iii. 


executive 
with 
(Jerlier 


date 
with 
Secretary 
of 
State- 


Nancy Hall. And Jim Cross. 28, a 
Pine'Bluff cotton buyer, sent off! According to State Health De- 
filing fees to the 
district's 
13 Parlmont records there were 23 _ _ _ 
^ 


counties. 
' 
•hables bonl 
1M thls tlount>' !ast Training Regiment al the Marine 


,-, 
., , 
, , 
... 
month . . . 
113 bovs and eight j , •..,..... 
n.,L.i> 
r.>mn 
Pr>miii>inii 
Cross said he would qualify as ...,. 
,, 
:.. ._: 
°..t.. ILoips 
lidse. 
Lump 
icnuieion, 


Final Rites for 
Thompson Evans 


Funeral services for Thompson 


Evans, 72, who died at his home 
yesterday, were lo be held at 3 
p.m. 'oday ill Oakcresl Funeral 
Service Chapel by the Rev. Ru- 
fus Sorrells. Burial was lo be in 
Rose Hill Cemetery. 


Mr. Evans was a native of Dur- 


danelle and had lived here 40 
years. Prior to retirement, 'he was 
resident uger.-l for Railway Ex- 
press Co. lie was a lifelong mem- 
ber of the Methodist Church and 
had served on the city council. 


Survivors include his wife, Mrs. 


Elizabeth Love Evans, two daugh- 


fthuMne Pvt! c" L. Jonesysun ters. Mrs. Lyman Armstrong of 


Gamma R'iio fraternity, he is a 
1U53 graduate of Hope High and 


1957 
graduate 
of 
Oklahoma 


I State University, Stillwuter, Okla. 


of Charles Jones of near Hope, 
has completed four weeks combat 
trailing with the Second Infantry 


the patient is a cocker spaniel, 
j behind his mother while she was'peter n. Dominick. Colorado Ru- flu>\lnt' las( lla-v to flk> fur lhe 


Attv. Gen. Frank Holt clarifiedj playing thc organ and fatally; pllblit;ans 
suid 
thev 
llad |jeen slm'lal ^'lection April it 


- 
blasted her in the back Monday; ., . 
' , , . , „ , 
, ,, 
*at™"'.v created by the 


, ,,,1-j ,,., ,i... bl,ltc Department that.ncp. W. F. Norrell. D-Ark 


Ssvenson were 
bein, 


that Questio 
today for Dr. J. P. 
j 


health officer, who;night, the sheriff reported. 


.Madison, 1ml., Mrs. Jud B. Mar- 
lindolc of Hope and a brother, 
Star/ley Evans of California. 


had asked if he could legally give j 
At first, Sheriff Hurley Worn- 


i lold by thc 
Blue 
iiiul 


Negro boys and four Negro girls. 


The public is reminded of the 


At the University of Oklahoma'FFA 
1{utk'° 
scheduled 
for 
8 


i Norman Dale Zinn, son of Mrs.! o'clock 
Saturday 
night in 
the 


showers 
and 
thunder-'an insurance company 
in forma- j stuff said, Gary told of a man 
! freed. 


storms northwest portion this aft- 
ernoon and over the state tonight. 
Cooler Wednesday. Highest today 
low (>(>s to low 70s. Lowes', near 
free/ms 
northwest t o mid 
40s 


Continued from Page Three 


lion about a rabies tesl performed breaking into thc house and kill-1 They had been IK Id incommuni 


... 
, 
. 


•'mo ; Three other candidates had filed Clyde Xinn of Hope, made 
the Coliseum at Fair park. 


, previously. Norn It's widow, for- (lc'an's )lonoi. vo\\ j,,' t n c College 


' 


on a spaniel. 
ing his mother, Lucille Gciger, in cado since March 24 when 


"I know of no-statute which! her late :iOs. 


Jmer Hot Springs Municipal Judge 0{ En^ineeru.u 


; M. C. Lewis Jr. and S;un D. Car- 


forced ison «f Benton. 
Armv 1st Lt. J;imes R. Fuller, 


The Jefferson, Texas Historical 


Pilgrimagc, 
sponsored 
by 
the! 


Jessie Allen Wise Garden Club. 


would require or prohibit your de- 
part nient from giving this infor- under 
questioning, 
the 
sheriff 


matioit" Ihe opinion said. 
[said, and ailuiilted slaying her. 


But the boy, 13, broke down down 
r.iile flying over Cuba en I Jones ran unsucees.-.fully again>t 20. son of Otis A. Fuller, Hope, i will be held oiv April 22-23 . . . 
An astronaut probably thir&j 


the 
sheriff , route irtm K?y West, Fla., to Norrell in the 
195G Democratic Rt. 2. rccen'ly was assigned us cighl homes are on Ibis year's o man's home is his capsule. 


M;uui£u:v. r^caragua. 
i primary. 
assistant operations ami training i tour. 
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Chancery Docket 


Falba Uae Key vs [Inward Key. 


Separate maintenance. 


C. W. White Jr. vs Tlosa Lee 


White. Divorce 


Musadere 
Raschke vs George 


Bennett Kasehke. Divorce 


James Marvin Erwin vs Jessie 


Marie Ray Erwin. Divorce 


Barbara 
Maxwell 
Esters 
vs 


Jerry Lee Esters. Divorce 


Civil Docket 


Clyde Monts nnd Carl Lcc Bor,- i 


tic vs Tol-K-Tcx Oil Co. Plaintiff 
Moil's prays judgemer/t in sum of 
S70(i.8!i iind |)l;iinlil'f Boslir prays 
judgement in sum of S'i.OOO.OO plus 
cos Is. 


Reports Meet 


Continued from Page One 


Births 


bond campaign. 


Faubus was not available for 


comment. 


The boixl issue must 
lie 
ap- 


proved by voters before any bonds 
c;in be sold. 


Faubus has declined repeatedly 


to hint when an election might be 
called. 


A $10 million omnibus bill tied 


in with tla1 bond issue was passed 
by ttu> l!'(;i legislature but its con- 
stitutionality is being challenged 
in a court suit. 


Whaley said Faubus outlined his 


program and Smith detailed the 
legislative acts which set it up. 


Whaley said the group, which] 


was drawn from over the state, 
discussed 
opposition which has 


arisen to the program. 


j 
Among those attending the mect- 


Harlanijnj, were. w R , w i u ) Stephens, 


CONFER ON LAOS — Secretary of State Dean Rusk, ac- 


companifjd by State Department and Secret Service agents, ar- 
rives at Palm Beach, Fla., were he'll confer with President Ken- 
nedy on Lfios crisis. 


White 
Bir'hs 
in Hempstead 
County 


during the past month: 


Mr. and Mrs. James 


Hollis. 
Route 
1. Patmos. boy, 


James Marian. Jr. 


Mr. and Mrs. Eugene August 


Sinister. P.O. Box 305, Hope, boy, 
Raymond Leslie. 


Mr. and Mrs. James Henry 


Huckabee. Route 1, Hope, boy. j Qrville Cheney, and Rolla Fitch. 
James I.amark. 
director of the Alcoholic Bever- 


financier and Grant County rep- 
resentative: 
Truman 
Baker 
of 


Searcy, a highway commissioner; 
Sen. 
Olen 
Hcivclrix of Prescott, 


chairman of the State Hospital 
board: Revenue Commissioner J. 


Mr. and Mrs. John Howard Mc- 


Clanahan. 505 South Hervey. Hope, 
boy. Stephen Edward. 


Mr. and Mrs. Sammy 
Nolen 


Moody, Rou'.e 4, Box 313, Hope, 
girl, Bonnie Gail. 


Mr. and Mrs. James Raymond 


Lumpkir/. P.O. Box 276, Hope, boy, 
Jeffery Don. 


Mr. and Mrs. James Chester 


Daniels, Route 2, Rosston, girl, 
Jeanette. 


William Thomas Smith, Route 


3, Hope, boy, James Thomas. 


Mr. and Mrs. David L. Russell, 


109 West 16th St., Hope, girl, Te- 
resa Lynne. 


Mr. and Mrs. Henry Glendon 


Bearden, Rou'.e 2, Box 286, Hope, 
girl, Cecilia Ann. 


Mr. and Mrs. Grover Thomas 


Hicks, Route l, Emmet, boy, Ste- 
ven Eric. 


Mr. and Mrs. Argus Ralph Mc- 


Kamie, Route 4, Box 190, Hope, 
boy, Ralph Len. 


Mr. and Mrs. Vancil Moore, Jr., 


823 East 7th St., Hope, boy, David 
Alan. 


Negro 
Mr. and Mrs. Lonnie Adams, 


Route 2, Emmet, boy, Dwayne Ro- 
dell. 


Mr. and Mrs. F. L. Hendrix, 


PERRY'S 
Truck Stop 


age control board and a former 
Faubus aide. 


LITTLE ROCK (API — 
Gov. 


Orval E. Faubus met Monday 
night with about 30 men. includ- 
ing some of the most influential 
in Arkansas, to acquaint 
them 


with his controversial $76 million 
building and spending 
program, 


the Arkansas Gazette said today. 
One newspaper said the meeting 
was held in a motel room. 


The Gazette quoted Storm Wha- 


ley, vice president in charge of 
Health Sciences for the Univer- 
sity of Arkansas, as saying the 
meeting was to outline the build- 
ing program to the men. 


In answer to a question, Whaley 


told the Gazette it was logical to 
expect the men to go home and 
use their influence in the up- 
coming campaign. But he said the 
meeting should not be considered 
a kick-off for the campaign. A 
$60 million bond issue must be 
passed in an election before it 
can be put into operation. 


A $16 million omnibus bill that 


Hitchhikers Beat, 
Rob Aged Man 


HOT SPRINGS, Ark. (AP) — 


Two hitchhikers who slugged and 
robbed a 60-year-old man and left 
him tied up in a remote wooded 
area were sought today. 


The Garland County sheriff's 


office said C. E. Bagby of Hot 


Frisco to Honor 
Fire Hydrant 
SAN FRANCISCO (AP) - The 


San Francisco Art Commission 
announced Monday it would hon- 
or fire hydrarit No. 12, the trusty 
plug that continued pouring water 
during the fire and earthquake of 
1906 
after Water mains through- 


Fort Smith to 
Pick Commissiontr 


FORT SMITH, Ark. (AP)«-Vot- 


lers choose between two candi- 
dates for mayor and two for city 
commissioner at a runoff election 
here today. 


The candidates for mayor are 


Bob Brooksher, 40, a former FBI 
agent, and B. G. Hendrix, 38, Se- 
bastian County coroner. 


Lloyd McDonald, 46, cleaning 


firm owner, and James Yarbrough 
52, a former state representative, 
oppose e-ach other for commission- 
er. 


Both pairs of candidates sur- 


vived the first election on March 
22. 


Lawson Cloninger, former dep- 


uty prosecutor, was elected munic- 


en or drained. 


The commission said a brass 


plaque would be placed next to 
the hydrant, at 20th and Church 
streets. 


Springs reported that he picked 
up the youths, 18 to 20 years old, 
Monday afternoon. they produced 
pistols, took over his car and 
drove down a side road, he said. 


He told officers one 
slugged 


him with a .45 caliber pistol and 
that they then tore up a raincoat 
and bound him with it, then drag- 
ged him into the woods and left 
him. 


Bagby said they took $70 and 


his car. He worked free, got a 
ride to Hot Springs and notified 
authorities. He was treated for a 
scalp wound, 


The sheriff's office said the car 


was found abandoned in Little 


Protect Your 
Garden From 
Caterpillars 


Protect your garden from cater- 


pillars which can reduce stands of 
garden crops and cause poor qual- 
ity and slow growth in plants that 
are not killed, Calvin J. Caldwell, 
county agent, cautions. 


Cutworms, which feed at night, 


arc among the first to attack 
plants. There may be more than 
one -kind but all of them do sim- 
ilar damage. Plants are cut off 
at the soil line and the warm may 
be found burrowed in the 
soil 


around 
the stem 
of 
the 
last 


plant that was cut. Cutworms may 
attack corn, cabbage, onion, to- 
mato, and many other crops, Mr. 
Caldwell says. 


Control is easy. When cutworm 


damage occurs, treat the soil with 
an insecticide such as Toxapfaene 


The status symbol among East 


African tribesmen is the cow. The 
larger a man's herd of cattle, the 


or dieldrin. Apply 10 pounds ot 
20 per cent toxaphene dusBor 20 
pounds of 2V2 
percent cfieldrin * 


dust to one acre. For small plots, ; 
cover the soil with a light film ' 
of dust. For just a few plants, 
such as tomatoes and cabbage, 
make a paper collar out of stiff 
paper and place around the stem 
of each plant, 
• 


Another 
group of caterpillars 


attacks 
early 
cabbage. These 


worms rriake lacework of cubage 
leaves and may ruin the cabbage 
head. Mr. Caldwell says there are 
three different worms attacking 
cabbage and related crops, 
the 


most conspicuous one being 
the 


imported 
cabbage worm. The 


adult is the white butterfly seen 
flying over the plants on warni 
days. Larvae or worms of cab- 
bage looper and the diamond back 
moth are 
sometimes numerous, 


also. 


To grow cabbage free of these 


worms, dust plants at weekly in- 
tervals with four percent mnL- 
thion dust. Spray may be made 
by addin'g two tablespoons 57 per- 
cent malathion concentrate 
arid 


two tablespoons soap or detergent 
to one gallon water. This same 
material may be used to control 
' aphids (plant lice) on greens. 
ipal judge in that election. 


your zip is showing 


MOSCOW REPLIES ON LAOS — British Ambassador Sir 


Frank Roberts leave Soviet Foreign Ministry in Moscow with 
Premier Khrushchev's reply to British proposal for immediate 
cease fire in Laos. 


Prescott News 


Mrs. 
Nelson '47 


Bridge Club Hostess 
Members of the '47 Bridge CIVib 


were entertained with a dessert- 
bridge given by Mrs. Jim Nelson 
at her home on Wednesday after- 
noon. Arrangements of camellias 
were placed on lamp tables and 
a bouquet of iris centered the 
dir.-ing table. Easter 
decorations 


gave a festive note for the dessert 
course. 


Mrs. E. R. Ward won the high 


score prize. 


Other members included Mrs. 


0. W. Watkins, Mrs. J. B. Franks, 
Mrs. Earl Eppler, Mrs. B. A. De- 
Lamar, Mrs. Bill Dates, Mrs. Bob 


goes with it was passed by the | Yarbrough and Mrs. Vernon Bu- 


chanan. 


Glaze-Harvey Engagement 
Announced 


Mr. and Mrs. Dick Harvey of 300 


24 HOUR AUTO AND 


TRUCK REPAIR 


Road and Wrecker Service 


Complete Stock of Part* 


•nd Accessories 


Telephone 7-9974 


Barney Games Shop Foreman 
Eugene O'Steen, Carl Thornton, 


Bill Dillon 


OFFICIAL AAA GARAGE 


1961 Legislature and now its con 
stittitionality is being challenged 
in a court suit. 


The 
Gazette 
said 
Faubus, 


dressed in a 
sport 
shirt, 
left 


through a back door and was not 
questioned 
as 
to the meeting. 


Whaley told a newsman the gov- 
ernor discussed the program and 
his attorney, William J. Smith, 
described 
the 
legislative 
acts 


setting it up. 


Whaley was quoted as saying 


the men discussed the opposition 
that has cropped up to the-pro-: 
NEW YQRK (AP)_Foik singer 


gram but still were hopeful that j Pete Secgerj 
42> was sentenced 


I today to one year's imprisonment 


^ , 
_. 
, 
, 
„. 
, 
for contempt of Congress by re- 
Gen. 
Del., Dierks, boj, Stanley ;fus|ng to answor qucstions about 


Eugene. 
j his 
possible Communist affilia- 
Mr, and Mrs. Herman Langston, jjons 


rh ?' !i°ir 
Washington' 
boy' j Seeger was convicted last week 


Charles \\iUis. 
„ 
t 
; on 10 contempt counts. He was 
Mr, and Mrs. Ed Thomas, Route sentenc^ , 
„_ g Djst J d 


1, Box 144, Ozan, girl, *—•* 


Folk Singer 
Sentenced 
for Contempt 


East Fourth Street, Prescott, Ark- 
ansas, announce the engagement 
and approaching marriage of itheir 
daughter, Connie Belle, to< Fred- 
die Max Glaze, son of Mr. and 
Mrs. Winston Glaze of Arkadel- 
phia. 


Miss Harvey is a student at 


Henderson State Teachers College, 
Arkadclphia, where she is a mem- 
ber of the student senate 
and 


drum majorette for the Hender- 
son marching band. 
She 
was 


freshman homecoming maid, a fi- 
nalist in the Queen of Stars con- 
test and was named as a class 
favorite. Her sorority is Alpha 
Sigma Alpha. 


Mr. Glaze is president of the 


senior class at Henderson' State 
Tcac'hers College and was elected 
to Who's Who in American Uni-i 
versities and Colleges. He is a 
distinguished military student, a 
member of the military society, 
the Pershing Rifles, and the P.E. 
Club. He is also a member of 
the Redclic football and baseball 
teams. His fraternity is Phi Sigma 
Epsilon. 


The wedding will be solemnized 


on June 10 at the First Baptist 
Church in Prescott. 


COMET PUTS THE PUN BACK IN DRIVINO-a cinch to park, handle or drive in traffic. Its 114' 
\vheelbase and refined'suspension jnake;the ride smoother than many standard-size cars. A choice 
of two zippy engines gives yoilt the action and economy you want. Start' your driving fan today! 


COME IN-SEE HOW LITTLE IT TAKES TO TAKE HOME A COMET 


THE TRADING POST 
305-315-325 I. Third St. 
Hope. Ark. 


«°5C 
Z a£'u' r' 
o1ei- 
(Thomas F. Murphy. 
Mr. and Mrs. Boby Lee Phlips,! 
. 
y 


he ente,.cd tho courtl.oorn 


Route 5, Prescott girl Vala Deon 
j 
Uh 
banjo s, 
w 
h j. 


Mr. and Mrs Elbert Ray Pat- L 
he vv 
J 
QVcd *heeri, 
t 
more 


SHaS Annette' 
' ^ than 10° «P«**>™ wh° «*«">«» 
gin, jane. Annette. 
.. 
aree,-ma 


Mr. and Mrs. Willis N. Carter, 
„ °/!! . °'. 


519 S. Laurel, Hope, girl, Karen 
Nell. 


Mr. and Mrs. Albert Easter 


Rhodes, 
507 North Laurel St., 


Hope, boy, Avis Terry. 


Mr. and Mrs. William Gant, 


General Delivery, Blevins, boy, 
Norman. 


Mr. and Mrs. Arthur Picker's, 


Jr., Route 3, Box 266, Hope, boy, 
Kenneth Eugene. 


FOR SALE 


ROSENBAUM DX 


SIRVICE STATION 


Third A Hervey Streets, Hope, Ark. 


Good Business — 
Excellent Location 


CALL OR WRITE 


W. C. DUDNEY & SON 


P.O. Box 217 — Phone 2-6113 


Texorkana, Ark. 


Before he was sentenced Seeger 


asked the court for permission to 
"sing a song which I think is 
apropos." 


"You may not," replied Judge 


Murphy firmly. 


Seeger 
appeared 
before 
the 


• House Committee 
on 
Un-Ameri- 


i can Activities in 1955 when it was 


I investigating possible Communist 
| infiltration of the entertainment 


I field. He refused to answer 
any 


questions about political beliefs 
and 
associations, 
saying 
such 


questions were "improper and im- 
moral to be asked of any Ameri- 
can." 


The government had said there 


was evidence Seeger had used his ! Gilbert, 
talents as an entertainer to pro- 
mote Communist activities. 


Miss Virginia Ann Hays arrived 


from the University of Arkansas 
on Friday 
to^ spend the Easter 


holidays with her parents, Mr. 
and Mrs. J. B. Hays. 


Mr. and Mrs. S. P. Davis, Jr. 


and children, Drew and Gail of 
Fayetteville were 
the 
weekend 


guests of his mother, Mrs. S. P. 
Davis. 


Mr. and Mrs. Jim Nelson had 


as their Friday guests Mr. and 
Mrs. Charlie Dews ar.<J daughters 
of Tyler, Texas. 


Martin Gilbert, University of 


Arkansas student, is spending the 
spring holidays with his parents, 
Mr. and Mrs. Frank Gilbert. 


Mrs. Roy Hannah and sons of 


Chickasha, Okla., have been the 
guests of her parents, Mr 
and 


Mrs. 
R. C. McBrayer. 


Did you know Gasoline 


isTaxed at a Rate 
5 Times as High 
as Diamonds? 


IN ARKANSAS, YOU PAY *1&S TAX 


ON 1O GALLONS OF GASOLINE 


Gasolin* taxt swill I* law«r<nl- 


F«d«ral f •solliw 


•xpires en June 90Ni w MMuUd by 


tlw 1939 Ptdmral Hlfhwcy Act. 


Miss Judy Gilbert of Memphis, 


Tenn., spent the weekend 
with 


j her parents, Mr. and Mrs. Frank 


Byson A very has returned to 


! Aberdeen, 
Washington, 
after 
a 


it would be successful. 
week's visit with his parents, Mr. 


The Gazette said others attend- and Mrs. Ernest Avery. 


ing 
the 
meeting included W.R. j 


i Witt i 
Stephens, 
financier 
and I 
Mr. 
and 
Mrs. Carl Culpepper 


Grant County representative, Tru- j and Carla Kathryn of Texarkana 
man Baker of Searcy, chairman of j were the weekend guests of her 
the Highway Commission; state 
Sen. Olen Hendrix of Prescott, 
chairman of the State Hospital 
Board 
of 
Control; 
J. 
Orville i Mrs. J. R. Cox has moved into 


Cheney, state Revenue Commis- i her home on East Olive Street 
i.sioner, and Rolla Fitch, Alcholic i l.nat she recently purchased from 


1 Beverage Control director. 
Mr. and Mrs. Clyde Hesterly. 


parents, Mr. and Mrs. John- A 
Eagle. 


Along with all «Md cMs«M, w« w* In fever off 
building the roads that tfc* m«Mrlm public iwMls. 
But, in the last 10 years alone. Fedml and State taxes 
nationwide on gasoline have skyrocketed 51%— sky- 
rocketed to a point where gasoline, a basic commodity, 
is actually taxed at a rate five times as high as luxuries 
like diamonds and mink coats. 


Must gasolin* tox«t b« M high? Most people believe 
that gasoline taxes are high because the money is needed 
to pay for our national highway program, This is not so. 


The fact is that out of every highway-user tax dollar 


collected last year by the Federal government, more than 
40 cents was diverted to non-highway purposes, 


// these highway-user tax revenues were spent ]or high- 


ways—as they should be~gasoline taxes could be lowered, 
and the highway program given a boost. 


In fact, the Federal-Aid Highway Act of 1959 provides 


that when the added temporary Federal gasoline tax ex- 
pires on June 30th, 1961, as scheduled, some $802 mil- 
lion a year in highway-user taxes— now diverted to the 
U. S. Treasury's general fund-will instead be deposited 
in the Highway Trust Fund. 


As a result, if the latest Federal temporary gasoline tax 


increase expires on June 30th as scheduled—the national 
highway program will actually get'$225 million more 
each year than it now receives from the latest Federal 
temporary gasoline tax increase. 


In January of this year, after an exhaustive 2-year sur- 


vey of national transportation policy, a special U. S. 
Senate study group confirmed the wisdom of this decision. 
This will b* good nows for you. You will be able to 
enjoy a steadily improving highway system, at a lower 
gasoline tax-rate. 


HEM ARI THE PACTS ABOUT 


TODAY'S HIGH OASOLINI TAXES 


O In Arkansas, you pay $1.05 tax en 10 gallons 


of gasoline. 


O You pay 10.5# lax on a gallon—4* in F«d«ral 


taxes plus 6.5# in State tax«i. 


O Gasoline is taxed at a rota 5 timM ot high as 


diamonds. 


• The average Arkansas motor v«hiel» owner 


pays $93 a year in gaiolint taxes. 


• Since 1951 there have been H»re» increase) 


in the Federal gasolin* tax alone. 


• In the last 10 yean, gasolin* taxes nation- 


wide have skyrocketed 51%—yet the national- 
average price of gasoline itteH hat risen only 
5.5% during the same period. 


The Gasoline You Buy Is Taxed Too High! 


Pr»s«nt«d in tht public ini««t| by th« G«M>lin« To* Education Committee, 575 Uxington Avtnvt, NtwYork 22, N. Y. 


Tite*f«>, April 4, 1M1 
H O P E S T A R , H O P E , A R K A N S A S 


SOCIETY 


Phone 74431 ••twecn I A. M. •(!« 4 », M, 


Calendar 
y 
Tuesday, April 4 
The Liberty Hill HD Club will 


meet Tuesday, April 4 at 2 p.m. 
in the home of Mrs. Helen Light. 


Saturday April 15 
The Southwest District Junior 


Music Festival will be held Sat- 
urday, April 15 in the Whileside 
School at Camtlcn. A number of 
local junior music club members 
v"Jl participate in the competition. 


by the guest of honor. She was 
also given a gift of crystal by the 
hostesses. The serving table, cov- 
ered with a green cloth, was cen- 
tered with a bouquet of mixed 
spring flowers. Covers were laid 
for eleven. 


Katanga Boss 


Continued from Page One 


country. 


These were the events leading 


up to the Katanga crisis: 


A platoon of 24 Katanga sol- 


diers, led by a Belgian 
officer, 


tried to seize the airport before 
dawn. A dozen Swedish soldiers 
at the airport thwarted the at- 
tempt. 


In a . rage, Tshofnbe delivered 


his ultimatum and went direct to 
!hc capital's people. Me told a 
screaming 
crowd of 10.000 that 


the Swedes must quit the airport 
within two hours or face attack 


met| by the capital's entire population. 


Tuesday, April 4 
Circle No. 4 of VV.S.C.S. of the 


First Methodist Church will meet 
in the home of Mrs. Ross Moore 
Tuesday afternoon, April 4 at 3:00. 


The Women Missionary Council 


of (he Hope 
Gospel Tabernacle 


will meet at the church, Tuesday, 
,Aliril 4 at 2:00. 


; The Delta Kappa Gamma will 
meet in the home of Mrs. James 
A. McLarty with Mrs. B. N. Holt 
as co-hostess on Tuesday, April 
4 at 4:00. 


Wednesday, April 5 
The Gardenia Garden Club will 


meet Wednesday, April 5 at 2:00 
in the home of Mrs. T. T. Fos- 
t 
i. Co-hostess will be Mrs. Frank 


Ward. 


Thursday, April 6 
Hope Chapter 328 Order of the 


Eastern Star will meet Thursday 
night, April (j a'. 7:30 p.m. 'at the 
Masonic Temple.' All members arc 
urged to' attend. 


. Mrs. Jerry Fant Feted 
i.._WHh Breakfast 


„ Mrs. Jerry, Wayne Fan;l, a re- 
cent bride, was 
feted with 
a 


nrcakfas' in the Melon Room of 
the Barlow on Sunday, April 2. 
Hostesses wore Misses S'heila Fos- 
ter, Sandra Ilobbs, and Mary Epp- 
ler. ' 


A pink camellia corsage was 


pinned to the sky blue frock svorn 


Saenger 


THEATRE 


,f Tonite 6:45—9 p.m. • 


Unless Your Children 


Read The Boole— Leave 
Them Home on This One 
i . . We Say Adults Only! 
' GlNA 


LOLL06RIGIDA 


Wirh 
Yves 
Montand 
In The 
Sultry 
Sensuous 
Adult 


WHERE THE 
HOT 
to 


BLOWS! 


Mrs. 
Byron Hefner Hostess 


to Circle No. 6 W.S.C.S. 


Circle No. 6 of W.S.C.S. 


with Mrs. Byron Hefner Monday i '"The Swedes may not leave the 
aflernoon, April 3 with Mrs. Bob ] airport in two hours," he shouted. 
Turner, 
chairman. 
During 


business session officers for 


the I "If not, I will ask 
all of you, 


the 


oncoming year were elected as 
follows: 
Chairman, Mrs. Bob 


Turner; 
Vice 
Chairman, 
Mrs. 


Arch Wylic; Secretary, Mrs. Billy 
Monts; and Treasurer, Mrs*. Ste- 
ven Bader. A most 
inleres'.ing 


study was given by Mrs. Jack 
Gardner on "The Beginning of 
Churches" in connection with the 
present interest of forming a sec- 
ond Methodist church in Hope. 


Refreshments were served to It 


members and one guest, Mrs. L. 
B. Tooley. 


Coming and Going. 


J. W. Robertson has returned 


home from Little Rock where he 
attended an American Bakery and 
Confectionery 
Workers 
Interna- 


tional Union Convention. 


Mr. and Mrs. Floyd Mangum 


together with the police and Ka- 
•'anga army, to march on the air 
port. You 
will 
fight, 
you 
wil 


shoot, you will recapture the air- 
port." 


But before the ultimatum was 


'o 
take 
effect, 
Tstiombe 
an- 


nounced he had reached an agree- 
ment on control of the airport. 
He rescinded the ultimatum. U.N. 
officials said Tshombe had agreed 
that the airpor! should return to 
the joint control of Katanga au- 
thorities and the United Nations. 


By ERROL FRIEDMANN 


ELISABETHVILLE, the Congo 


(AP)—Katanga President 
Moisc 


Tshombe called on his people to- 
day to mobilize against the U.N. 
Congo force after Swedish troops 
broke up an attempt by 24 Katan 
ga soldiers and their Belgian of 
ficcr 
to 
seize 
control 
of the 


Elisabcthville airport. 


The 25-man Katanga 
platoon, 


had as Easter guests S/Sgt. and'armed with automatic weapons, 
Mrs. James F. Mangum and boys invaded the U.N.-controlled air- 
frorn Lubbock, Texas, A/lc and port Monday night hut'surrcndcrcd 
Mrs.- 
John 
E. 
Mangum 
and 


daughters from Odus, Mass., Mrs. 
R. C. Sparks and daughters, Den- 
ver City, Texas, Mr. and Mrs. 
Roy Waymirc and family of Par- 


without resistance to 12 Swedish 
soldiers thai .surrounded them. 


The Swedes also disarmed sev- 


en Katanga police at the airport, 
held them and the troops prisoner 


kin, 
Ark., Mr. and Mrs. Herbert. for four hours, and then brought 


Hockctt 
and 
son 
of 


Texas. 


Barry Spraggins, a student at 


Evangel 
College 
in 
Springfield, 


Mo., and a classmate, Miss Carol 
Collier, were here for the holi- 
days wi'h Mr. and Mrs. 11. A. 
Spraggins. . 


Houston, them all into Elisabethville at 


dawn nnd released them. 


"The actions of the United Na- 


tions in our country arc a 'casus 


Mr.. and. Mrs. Jack Buckner of 


Ft. Worth, Tex., were the Easter 
guests of Mr. and Mrs. Leo Ray. 


Mr. and Mrs. Fay James 'had 


as Easter guests Mr. and Mrs. 
Tom Jobc and family of Lafay- 
ette, La. 


. Mr. and Mrs. M. V. Gunn of 
Lake Charles, La., were here for 
Easter wi'h A. B. Gunn and Mrs. 
"Pete" Laseler. 


Mr. and Mrs. W. C. Erfurlh of 


Little Rock were the weekend 
guests of Mrs. John Vcscy. 


Mr. and Mrs. L. B. Tooley, 


Nancy, and Bill of Dallas, Tex., 
are 
visiting the A. D. Middlu- 


brooks and o'.her friends in Hope 
this week. 


Spa Escapees 
Caught at 
Kansas City 


Cease-Fire 
Appeal Is 
Under Study 


By STANLEY JOHNSON 


MOSCOW (AP) - British Am- 


KANSAS CITY (AP) -Quick- 


wited detectives have 
captured 


the last two men of a group of , 
, 
, . „ , „ , 


five who escaped from the Gar-,bnssndo1' blr Frank Roberts con- 
land County Jail in Hot Springs, Ifcrml todt'y wilh lho Sovlct «ov' 
eminent on plans for a, joint 
British-Soviet cease-fire appeal to 
the opposing forces in the Laotian 
civil war. 


Sir Frank 
talked with Soviet 


Ark., last Wednesday night. 


Lloyd Plummet1, 22, of Poyen, 


Ark., 
accused 
of 
robbing 
and 


shooting a Hot Springs service 
station 
attendant, 
and 
Charles,, 


Wadsworlh. 2i), of Mcehanieslnirg, i <1(1l"l|.v ''"n-'ign Minister Vnssllj 
P«.. who was awaitiii!' arraign- Kl™(>'™v less than 4R hours after 
menl on a bad check charge 
Ulc Sovi"ls llncl afii'ccd 
to 
the 


- 
I British .suggestion Hint such (in 
appeal should be issued. 
were captured Sunday. 


The other three were cuplurcd 


within a day after (lie break. 
Diplomatic circles assumed that 


Plummer'and Wadsworth were ! R"htM'ls '"'""K'11 «P P»l»ts i" Uw 


UNSINKABLE — Phyllis and Leinani Reed 


demonstrate unsinkable swimsuits that were de- 
veloped in Honolulu, Hawaii. Called the Float- 
master, the suit is lined with a tightly-compress- 


ed cellular plastic of vary light density, John 
Christofforson, the designer-manufacturer, sees 
the suit as an aid to swimming instructors and 
polio victims where water therapy is used. 


Mr. and Mrs. A. Q. Smith vis- 


ited Mr. and Mrs. Carroll Smith 
and Kenneth in Waldo and Mrs. 
R. S. Smith in Buckner on Sun- 
day, returning to visit Mr. and 


SO BIG — SO GOOD 
IT'S HELD OVER 


A~GAY EXPERIENCE 
FOR EVERYONE . . 
_ 


THE BIRDWEll FAMILY . . . A 


"GOOFY" GOOSE 


WHO HATES 


PEOPLE.. 


AND A WIDOW 


WITH THREE 


UNMARRIED 


DAUGHTERS! 


GARY COOPER- DOROTHY McGUHtt 
ANTHONY PERKINS -MARJORK MAIN 


"COLOR by DE LUXE 


The Drive-In is Usually Closed Mid-Week 
. . . But So Many Want to See This Great 
Show . . . 


IT'S OPEN TUESDAY & WEDNESDAY 


ONLY... One Show 7:15 P.M. 


BRING THE WHOLE FAMILY 


ADULTS 


60c 


Kids Free DIXIE 


DRIVE-IN 
THEATRE 


belli' (cause of warV Tshombe 
said in his brief statement, which 
ordered mobilization of the en- 
tire 
population 
"to 
deal 
with 


threat of foreigners in our slate." 


The president called on all Ka- 


langa 
citizens 
lo 
demonstrate 


outside the U.N. headquarters in 
the center of Elisabethville. 


A showdown appeared immin- 


ent, between the U.N. force in 
Elisabethville—500 Swedes and a 
handful of other nationalities — 
and the foreign-officered 
Katan- 


ga troops. Relations havc wors- 
ened sharply between the U.N. 
command and Tshombe since the 
Kalanga 
army last week 
cap- 


lured lhc north Katanga town of 
Mandn from troops of Anloine 
Gizcnga's Stanleyville regime who 
seized it Iwo months ago. 


Tshombe appeared to be wail- 


ing for another move by the U.N. 
force. 
A police cordon thrown 


around the Swedish camp on the 
outskirts of the cily had orders 
"lo lake aggressive action only 
if there is provocation from the 
Swedes." 


No U.N. troops could be seen on 


the streets of the capital. 


Tshombe 
made 
rapid 
tours 


through 
Elisabethvillc's 
African 


sectors, preceded by 10 motor- 
cyclisls armed with Slcn guns. 
He exhorted the populace to set 
themselves up against the United 
Nations. 


White and black Kalanga troops 


and 
police armed 
with every 


Weather 


Continued from Pago One 


southeast. Highest Wednesday 
the fiOs. 


in 


LOUISIANA: P a r t l y cloudy 


through Wednesday. Widely sea1- 
lered thundershowers late tonight 
or Wednesday. Not quite so cool 
tonight. Lowest 'tonight •!!! to 08. 
Highest Wednesday 04 to 74. 


THE WEATHER ELSEWHERE 
By THE ASSOCIATED PRESS 


High LOW Pr 


taken in a Western Union office 
here. Arkansas officers had noti- 
fied Kansas Cily police that (hu 
escapees might stop in Kansas to 
pick up money 
telegraphed 
lo 


them. 


Detectives Robert Chapman and 


Berl Cool "planted" a telegram 
at 
(he 
telegraph 
office, 
and 


wailed. Plummer and Wadsworlh 
showed up, opened lhc telegram, 
and read: 


"Happy Easier. 
From 
detec- 


tives Chapman 
and Cool." The 


officers had Ihe drop on them. 


One of the escapees, Thomas D. 


Bowman, 37, of Hoi Springs, who 
was held 
on 
worthless 
check 


charges, 
was 
captured 
shortly 


after the break when he tried to 
steal a truck. 


Two others, Vesper Black, -19, 


MAKES THREAT — Chinese Communist Foreign Minister 


Chen Yi, shown in Jakarta, Indonesia, during a five-day visit to 
thn) country, stated Red China is prepared to send troops into 
Laos if the Southeast Asian Treaty Organization (SEATO) orders 
armed intervention in Laos. 


College Girl Hope to Reform Ex-Playboy 


By HELEN WORDEN ERSKINE , husband will behave more nor- 


Albany, snow 
Albuquerque, clear 
Atlanta, clear 
Bismarck, cloudy 
Boston, cloudy 
Buffalo, cloudy 
Chicago, clear 
Cleveland, snow 
Denver, clear 
DCS Moines, cloudy 
Detroit, cloudy 
Fairbanks, cloudy 
Fort Worth, clear 
Helena, cloudy 
Honolulu, M 
Indianapolis, cloudy 
Juneau, cloudy 
Kansas City, cloudy 
Los Angeles, clear 
Louisville, cloudy 
Memphis, clear 
Miami, clear 
Milwaukee, clear 
Mpls.-St. Paul, cloudy 47 
New Orleans, clear 
New York, clear 
Oklahoma City, clear 
Omaha, cloudy 
Philadelphia, clear 
Phoenix, clear 


42 33 
7!> 
44 


T' 


Dear Helen: 


I am 20 and have been going 


to college oil and off for three 
years. The reason for this inter- 
mittent attendance is low financ- 
es. A college education means 
everything to me. My goal is a 
degree in social work. 


I love ii- boy and he loves me, 


bul my family opposes our ro- 
mance because of his past, lie 
is 20 and married, though he has 
nol lived wilh his wife for five 
years. His past reputation as a 
playboy makes il hard for both 


I of 
us. 


mally once I 
severed 
by 


may sound t 
marriage is at slake. 


he apron strings are 
distance. The cure 


hul, when your 


worth 


Dear Helen: 
My girl friend wants to take 


piano lessons from my boy friend. 
She wants us to come to her 
bouse. The limes the three of us 
were together she 
flirted with 


him 
like mad. 
Her idea is lo 


gel him 
Ksud to going lo her 


bouse, so it won't seem strange 


I believe, my family to the con-i f m > llim ll) go. I am Hungarian, 


trary, that lie has changed. If he ' llavc l)Ccn in tllc Unilcd Slates 
hasn't, il will break my heart and , f o u r vt':il's "nd 1()VC it- This prol> 


47 35 
III 
28 


50 31 
39 32 
70 40 .. 
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35 
.. 


37 
IM 
.. 


29 Hi .03 
72 45 
.. 


(il 
3<l .02 


M M 
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52 32 .. 
37 34 .. 
54 42 .. 
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.. 
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(Hi 41 
.. 


52 40 
.. 


54 
34 
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Sail Lake City, cloudy 70 50 
.. 


San Diego, cloudy 
(11 57 


San Fraucisco, cloudy 7!t 57 .. 


only solution is lo throw lhc two 
together no often thai they'll get 
sick and tired of one another. 
Dale other boys. Yours will come 
back running. 


of Hot Springs, held for forgery 
and uttering, and Charles Brown, 
18, of Lonsdnlc, Ark., held for auto 
(heft, walked inlo the Hot Springs 
sheriff's 
office and surrendered 


last Thursday. 


.. 
Police said lho five men used 


53 30 .47 l'£'ck.s;nv blades to saw bars off 
fit 45 .0(1 " wil'dow and cut bolls holding 


. | a piece- of sheet metal to the win- 
.02 ''""'• Then (hey climbed down a 
.. | blanket to a fire escape. 


Police said they didn't know how 


the men got t'lie blades. Thursday, 
Hie jail was searched and moru 


Seattle, cloudy 
Tampa, clear 


51 35 
.21 


74 59 
.. 


Washington, cloudy 
54 ;j(i 


(M - Missing; T _ Trace) 


Soviet note which the British gov 
ernmeul fell needed elorificallon. 


Those included the liming of the 


cease-fire appeal and what, lhc 
Kremlin meant when it said thai 
the pro-Western Laotian govern- 
ment of Prince Bonn Oum and the 
pro-Communist Pathel Lao forces 
should get together on questions 
connected wilh Ihe cease-fire. 


Another point (o he clarified 


was what would happen If lho 
cease-fire were nol effective 


blades and » home-made black- 
jack -were found. The remaining 
20 prisoners were 
confined 
to 


their colls. 


Extra d i I i o n proceedings on 


Plummer 
and Wndsworth were 


expected 
to be started 
today, 


Kansas City police said. 


ROCK-ROTTOM 


HATES 


Call: Bob Lewis 


SIMt r«IM MUTUAL 


MITOMOIILC 


IKSIIKHNCC COimUn 


SM» Form 


7-4335 


Wave 


Results 


Guaranteed 


D I A N E ' S 


BEAUTY SALON 


114 W. 2nd 
Ph.7-3118 


Pittsburgh, snow 
Portland, Me., cloudy 
Portland, Ore., clear 
Rapid City, clear 
Richmond, cloudy 
SI. Louis, cloudy 


Send your problem 
lo Helen 


Worden Erskinc. Be 'sure: lo en- 
close a stamped, self-addressed 
envelope and address here care 


. 
, .. , . 
, 
.. 
, .,i.-»,«,i >,,,.u mu i.-.j,^.,- , now want! lem will) mv t'ii'l friend is uni- of llii.s newspaper. Helpful 
type of light automatic weapon^ thj)n c 
h j 
vc,.s;il, , BUCHSi l d()11,( wnnl t() 1(jls avuilablo- Wl.Rc, for 


choked downtown streets. 
| couk, havc. c,ianf,cd; ()|. d(J y()U seem jealous, yet I don't want Ordering." 


think my family is right'.' —Very jI()S(1 mv bov friend. —Worried 
Distrubcd 
| 
Wear Worried: You're right, the 


Dear Very Disturbed: Not know-,proljlcm is universal. I've been up 


Philan- 


Macbinegun posts were- set up 


overlooking most 
intersections. 


The U.N. headquarters was de 


serlcd 
and 
ringed 
by heavily 


armed 
police. 
Armored 
trucks 


and army vehicles were scattered 
across the streets nearby, form 
ing roadblocks. 


Swedish troops 
still controlled 


the airport. All unauthorized per 
sons were 
barred. 
About 100 


Swedes had been rushed there as 
reinforcements when the Katan 
ga platoon invaded the field. 


Three roadblocks straddled the 


road from Elisabethville to the 
airport, two manned by Katanga 
troops 
and 
the Third by the 


Swedes. 


ing the boy I can't say whether j 
your family 
is right or 
wrong ] 


but, 
from what you don't sa-y, ' 


certain questions tire raised in i 
my mind. Why the long separa-| 


|'lion? Jf this young man and his' 


are 'incompatible, why was i 
no divorce it their religion* 


permits? 


If gelling a degree in .social 


work means everything lo you, ' 
then whether or not Ibis boy re- 
forms cannot break your heart or '. 
jeopardize your career — unless 
you lei it. Be .strong. Keep your 
} 


eyes on your objective. The only 
one who can changed the buy is 
himself. He will — if he wants lo. 


against il myself as a girl. The 


Dorothy Dix is a registered 


trademark. Released by 


The Bel'l Syndicate 


NEW MUSICAL SET 
NEW YORK (AP) - Producer 


David Merrick is adding another 
musical lo his 
19(31-62 schedule, 


"The Girl from Martinique," wilh 
music by Raymond ScoU. 


The show is being written by 


Will Glickman, previously repre- 
sented on Broadway by "Plain 
and Fancy" and "Mr. Wonilerful." , 
• 
,, 


The' lyrics are lo be by Bernard lo 
n 
sl"g a11 "nram'mcalion w,lh one 


Ilanighen, who handled Ihe same anolhei\ 9an he, .L'YL'''1 lmllu, lllc 


apron strings which have been 
tied so tighl and so long? What 
kind of a father would he make? 
—Thinking of Giving Up the Ship 


Dear Helen: 


My husband is a mama's boy. j 


His mother can do no wrong. He i 
has left me when I needed him' 
most lo be with her. I love him ; 
and want our marriage to work, j 
He has fine qualities but wu arc ! 


chore for "Lute Song." 


Mrs. E. W. Caudle on Hwy. 29. 


Mrs. Recce Miller and 
Miss 


Linda Ferguson of Dallas, Tex., 
spenl 'he weekend wilh Mr. and 
Mrs. Joe Greene. 


Miss Norma 
Vclvin of 
Yale, 


Okla., has returned lo her home 
after spending the Easter week- 
end wilh her aunt, Mrs. Ada Tal- 
ley. 


Mrs. R. II. Hcruld and children 


of Dallas, Tex., went home Mon- 
day after spending Eas'er 
the Foy Hammons family. 


Dear Thinking of Giving Up Hie 


Ship: To handle this situation *ue- 
cessfully, you must first under- 
stand it. 


The lest of a mother's love 


comes when her child, especially 
her son, marries. Alter years of 
struggling to be the idea-l com- 
panion for him, she suddenly finds 
herself relegated (o the older gen- 
eration, where she belongs, bill 
she resents it. Unless both uonien 
are mature, il becomes a in.u of 
war, with the son and Im.shand 
the object of a tussle. 


The problem would solve itself 


Mrs. 
Florence Gore of Stumps if you could separate niuthor and 


is visiting her niece, Mrs. F. M.ison by moving your family to an- 
Horton, aixl Mr. llorton. 
i other town. Is that possible? Your 


Moore Bros 


"SERVING YOU SINCE 1896" 


WE DELIVER 
DIAL 7-4431 


DELICIOUS CANNED 
BISCUITS 


POUND PACKAGE 
HEAVY SMOKED 
THICK SLICED 
Bacon 


1 


» 
Sj 
UAL 


'Ac 


GALLON BORDENS 
LOW CALORIE 
ream39 


GRADE A SMALL 
EGGS 31 


00 


AFTER 


EASTER 


CLEARANCE 


SMALL GROUP 
MILLINERY 


Originally 2.98 . . . . Reduced to 
2.00 


Originally 3.98 to 5.00 . . . . Now ... 3.00 
Originally 5.98 to 7.98 ...Now ... 5.00 
Originally 8.98 to 12.98 . . . Now . . . . 7.00 
Originally 15.00 to $20 
Now ... 10.00 


ENTIRE StOCK 


PASTEL SPORTSWEAR 


SKIRTS 


Were 
9.98 


NOW 
Were 


5.00 - 11.98 


100% WOOL 


NOW 
Wore 


5.99- 12.98 


NOW 
6.50 


JACKETS 


Two Styles — Norfolk and Eisenhower 


White with Color Piping, Plaids 


ORIGINALLY 


14.98 


NOW 


100% Wool 7 


49 


CAPRI PANTS 


7.49 


NOVELTY 8, SOLIDS 
Regular 14.98 — NOW 


ONE GROUP 
DRESSES 
Yz Price 


ONE GROUP 
SUITS 
Vz and Vi Off 


rouf 
* T A ft , N O P t 
A R K A N S A S 
— 
• 
• 
- 
•• 
. 
_ . 
. 
. 
_ " •w • • 
mi 
11 n f 
n 
W 


Small Investment, Large Returns; Yi 
et!! 
am! 
s 


— 
- 
—— 
--- 
-X _ 
_ 
* Also Causing 


Concern 
That's The Want Ad Story 


WANT AD RATES 


All Want A<Js ore payable In 


advance but d'd will be iccspted 
over tho telephone and atcsmoda- 
tion accounts allowed with the un- 
derstanding the account is payable 
When stotement Is rendered. 


Number 
of Words 
Up to 15 
16 to 20 
21 to 25 
26 to 30 
31 to 35 
36 to 40 
41 to 45 
46 to 50 


One 
Threa 
Six 
On» 


Day 
Days Days Mo. 


.65 
1.50 2.25 6.50 


2.75 
3,20 


.85 


1.00 
1.10 
1.30 
1.50 
1.60 
1.80 


'1.80 


2,20 
2.40 
2.70 
3.20 
3.40 
3.70 


8.00 


- . 9.50 
3.60 11.00 
4.10 12.50 
5.00 .4.00 
5.50 15.50 
6.00 17.00 


Initials of one or more letters, 
group of figures as house or tele- 
phone numbers count as one word. 


CLASSIFIED DISPLAY 


1 Time .... 90c per inch per day 
3 Times .... 75c per inch per day 
6 Times .... 65c per inch per day 


STANDING CARD ADS 


$15.00 per inch per month 


Rates quoted above are for con- 


secutive insertions. Irregular or skip 
dote ads will take the one-day rate. 


"All daily classified advertising copy 


Will be accepted until 5 p.m. for 
publication the following day. 


The publisher reserves the right to 


revise or edit all advertisements of 
fered for publication and to reject 
Ony 
obiectionable 
advertising 
sub- 


mitted. 


The Hope Star will not be respon- 


•Ible for errors in Want Ads unless 
errors are called to our attention 
after FIRST insertion of ad and then 
for ONLY the ONE incorrect insertion. 


PHONE: PROSPECT 7-3431 
2 - Nofiee 


24A - Fur Storage 


For Your Convenience 
MODERN 


FUR 


STORAGE 


Bring your furs in today 


LADIES SPECIALTY SHOP 
IMS. Elm 
Phone 7-2601 


4-4-lmoc 


52 A-Picture 


Framing 


25 - Furniture & 


Appliances 


JUST ARRIVED! Load of antique 


f u r n i t u r e a n d bric-a-brac 
BYERS ANTIQUE SHOP, Hwy.' 
67 East. 
4-4-3tc 


34 - Slaughtering 


Processing 


RALPH Montgomery Marlwt, „_. 


torn slaughtering. Meat for your 
deep freese. We boy cattle ud 
fog". 


SUBSCRIBE Texarkana Gazette. 


Latest news coverage. National 
International 
news. 
Complete 


sports. Early delivery. Dial 7- 
3656. 
3-23-1-mop 


REWARD: Will pay $10 reward 


for information leading to re 
covery of plumbing tools stolen 
from Lloyd Tarpley property 
Battlefield Road. Dial 7-4213 01 
7-4541. 
4-3-3tc 


_ 


CUSTOM Slaughtering: Beef or 


pork cut and wrapped for your 
deep freete. Contact Barry's 
Grocery, 7-MM. 


FOR SALE: Custom made picture 


frames, imported gold leaf, oth 
er finishes available. Byers An 
tiquo Shop, Highway 67 East. 


3-11-tf 


53B - Florist 


CALL MONTY'S FLORIST night 


or day at 7-2404 for all your flor. 
al needs. 
3-30-tf 


58A - Pest Control 


TERMITES? 


Call 


BRUCE TERMINIX 


Complete Pest Control 


Service 


HOPE BUILDERS SUPPLY 


Dial 7-2381.' 


3-30-tf 


WC ARE dressing poultry, pro- 


cessing beef and 
pork, 
for 


everyone. Call MOORE BROS. 


NOTICE: For Tupperware home 


parties or private showings, dia 
7-4543, Mrs. Don Laseter. 


4-4-lmoc 


5 - Funeral Directors 


AMBULANCE SERVICE, Burial 


Association, 
OAKCREST 
FU- 


NERAL HOME, Dial 7-6771. 


M-tf 


6 - Insurance 


Insure To Be Sure with ROY 


ANDERSON 
INSURANCE 
A 


GENCY, 210 South Main Street, 
Dial 7-3481 
10-19-ti 


ROACH INSURANCE AGENCY 


108 East Third, Phone 7-4581. 
Insurance at a savings to policy 
holders. 
1-25-tf 


DEMAND NON - CANCELLABLE 


hospital insurance. Beware of 
strangers, call your local agent, 
Cecil Weaver. Dial 7-3143. 


3-15-lmoc 


11 — Hardware 


ASSORTED 


[HARDWARE 


Clean Up — Fix Up 


During Hope's 


Operation Springtime 


E. W. COPELAND* 


HARDWARE 


123 S. Elm 
Phone 7-4544 


4-3-tf 


P L U M B I N G : Contracting and 


plumbing repairs. Call C. L. 
Roberts, 7-6726. 
3-8-tf 


PLUMBING CONTRACTING, re- 


pair work, all work guaranteed, 
KENNEDY AND GUILLIAMS, 
1302 South Elm, 7-«619 or 7-2148. 


1-19-tf 


29 - Sewing 


Machines 


SINGER SEWING MACHINE CO. 


Sales and service, repairs on 
any make machine. Dial 7-3770. 


11-30-tf 


47 - Repair Service 


Our fair price policy and 
smooth 
service 
w i n s 


friends who continue to 
use our services. 


W Y L I f GLASS*, 
SALVAGE W..'* 


40 - Livestock 


FOR SALE: Breeding bulls, stock 


cows, milch cows. We buy and 
sell all kinds livestock, Claud 
Sutton, Ray Lawrence. Trading 
lot at residence on Rosstori Rd. 


3-13-tf 


BROWN BROS. Livestock Com- 


mission, Highway 67 West, Hope 
Arkansas. Sale every Tuesday. 
Top prices paid. We have plenty 
of buyers. Buy and sell the 
auction way. 
3-29-1-moc 


58 - Exterminators 


See 


Termites 
Roaches 


Rats 
Call 


Allied 


PR 7-3495 


GUNTER 


LUMBER CO. 


Insured 
Contract 


We Can Save Your Money 


3-23-2moc 


80 - Mole Help 


Wonted 


RAILROADS NEED MEN: Tele- 


type operators, telegraph opera- 
tors-station a g e n t s urgently 
needed 
by 
major 
railroads. 


Many positions open 
due to 


heavy retirements and promo- 
tions. Placement in Arkansas, 
also other states. No experience 
necessary for those willing to 
undertake six to eight month 
training period at home 
and 


night school at own expense. 
Positions pay from .$415 to $4G5 
per mont'h plus many outstand- 
ing railroad benefits. Opportu- 
nity for advancement into $523T 
to $775 positions. You can main- 
tain.' present income while train- 
ing. REQUIREMENTS: Ages 17- 
35, no physical defects, 
high 


school education. If sincerely in- 
terested, personal interview will 


Write Hope Star, 


4-3-3tc 


be granted. 
Box G. 


81 - Female Help 


Wanted 


WAITRESS Wanted: Apply in per- 


son at Ideal Cafe. 
3-31-Gtc 


93 - Houses, 


Unfurnished 


46 - Services Offered 


TAXES FILED: Federal - State 


Income tax, social security, self 
employment. Dial 7-2806, 7-2362 
or 7-2445, Inez Taliaferro. 


1-23-tf 


TRACTOR Work, plowing, discing, 


mowing, pasture clipping and 
general work. See Mike Snyker 
Hotel Snyker, Dial 7-3721. 


3-16-1-moc 


60A - Sewing 


INCOME TAX and social security 


service. Competent, prompt and 
reasonable. J. w. Strickland. 
119 South Walnut 
j.-24-tf 


INCOME and Social Security Tax 


Service. See Irvin Gleghorn at 
Hare Seed Store, Hope, Ark. 


3-30-15tc 


51 - Plumbing 


LOVELY FABRICS FOR 
SPRING ond SUMMER 
Beautiful Trims, Buttons and 


Other Sewing Notions 


THE FABRIC CENTER 
Across From Ark-La Gas 


3-29-tf 


69-Truck Rentals 


RENT a new truck for moving 


furniture, etc. Local or long 
distance. All furniture pads, dol- 
lies and loading equipment fur- 
nished. AVIS Rent-A-Truck, at 
PERRY'S TRUCK STOP, Hwy. 
67 East, Dial 7-9974. 
3-2-tf 


73 - Wanted To Buy 


NOTICE Top prices paid for per- 


simmon timber. Contact Saylors, 
2 miles north of Hope on High- 
way 29. 
3-8-tf 


53 — Gardening 


FOR 
SALE: 
Tomato, pepper, 


pot plants, petunia and other 
flower 
plants. E. H. Byers 


Greenhouse, Highway 29 South. 


3-13-1-moc 


90 - For Sale 


FOR SALE: One 3 ton air condi- 


tioner, slightly used. Ideal for 
office or small store. Completely 
installed. 
Dial 
7-2601, 
Mike 


Kelly. 
4-4-6tc 


FOR RENT: 6 room house 
in 


front of Schooley's Store. Avail- 
able April l. $35 month. Call 
Mrs. Schooley, 7-3577. 
4-3-5tc 


94 - Apartments, 


Furnished 


FOR 
RENT: 
Nicely furnished 


four room and bath, air condi- 
tioned apartment. Adults only 
no drinking. 801 East 3rd. 


3-17-tf 


101-Houses for Sole 
FOR SALE: Three large bedroom 


house, garage, fenced yard, two 
complete baths, spacious kitch- 
en, all bedrooms air conditioned 
two floor furnaces large concrete 
patio, near grade school. All 
rooms newly panelled in Cher- 
ry & Walnut. Spruce and Oak 
panelling. Lot 75x200. Jewell 


^Moore; 
_J-10-tf 


103-House Trailers 
FOR SALE: House trailer iri^ 


condition. Dial 7-5065. 


By JAMiS MAftlOW 


Associated Prest News Analyst 


WASHINGTON (AP) -• the 


fighting in Laos gets the head- 
lines in the Kennedy administra- 
tion's effort to end the red push 
in Southeast Asia. But the much 
less noticed trouble next door in 
South Viet Nam is deep cause for 
concern. 


There Communist guerrillas are 


rolling up assassinations in their 
terrorization of the countryside to 
undermine the American-backed 
government which is far from 
cpmpletely solid. 


Of.,the Iwo — Laos and South 


Viet Nam — the latter is more 
important in the American gov- 
ernment's hope of stopping the 
Red rush. Laos has 2 million 
people, South Viet Nam has 10 
million. 


If South Viet Nam goes, Laos 


should be a cinch for the Com- 
munists, peace or no peace. 


Just five months ago, anti-Com- 


munist army officers revolted in 
South Viet Nam. They said they 
were fed up with the restrictions 
imposed on the people by the gov- 
ernment of Ngo Dinh Diem in his 
fight against the Communist guer 
rillas. 


Diem was thrown out but go 


back within 24 hours with the help 
of 
army forces 
loyal to hirr 


Among other things, the revolt 
tionists complained he had set up 
a family dictatorship. 


The basic cause for the resent 


ment at the time was Diem's in 
ability to cope with the guerrillas 
who terrorized peasants, kille( 
local militia and officials. The 
population was caught between 


NO ZEPHYR THIS - 
Workmen attempt 


to cut wire to free apartment house roof blown 


to top of telephone pole by high winds in Co- 
lumbus, Ga. 
, 


•%;-— 


Communist terror 
ment reprisals. 


and 
govern 


FOR SALE by owner: 20 acres 


over 800 ft., U. S. 67 Highway 
frontage. Modern 2 
bedroom 


nouse, city conveniences, barn 
Pond, 4 miles E. Hope. C. w' 
Warren, 7-3056. 
3-31-lotp 


The Negro 
Community 


Ecttur Hick* 
Midi. 7-4471 ,r 7.4474 


95 - Apartments, 


Unfurnished 


FOR 
RENT: 
Nice 
four room 


apartment, sleeping porch and 
garage. 510 East Third. Dial 


4-4-3tp 
7-4046. 


21 - Used Cors 
21 - Used Cars 


REAL BARGAINS 


'55 PLYMOUTH, 4-Door 


Tyrone paint, stick shift, V8, 1 owner, 
just like new with 4 new tires. 


'54 OLDS, Super 88 


Hydramatic, radio, heater, white tires. 


DAVIS PONTIAC CO. 


3rd and Walnut 
7-3484 


3-30-tf 


GO AHEAD! 


Read the Papers — Listen to Radio — Watch W — 
Shop, Shop, Shop — Waste Gasoline — Wear Out 
Your Tires — Get Confused, Get Mad — Keep 
Looking for "THAT DEAL" - - - but When You're 
Through — Just come to HOPE AUTO CO. — We've 
got your deal ready for you — Just waiting! 


Fresh Stock of New '61 FORDS 
Excellent Service 
Big Discounts and Absolutely the 
Highest Trade 
3 Different Finance Plans (One to 
Suit Your Budget) 


Try Our 


Red 


Carpet 
Service 


NO PROFIT IS TOO SMALL FOR US! 


Try Us Before You Give Up 
Hope Auto Co. 
220 W. Second Dial 7-2371 


Thought For The Day 
The eyes of other people are the 


eyes that ruin us. If all but my- 
sel1 
were blind, I should want 


neither fine clothes, fine houses 
nor fine fumiture.-Franklin said 


Calendar of Events 
The Yerger Band Mothers' Club 


will hold its regular meeting in 
the Band Building Wednesday 
April 5 at 7:30 p.m. All members 
are asked to be present. Mrs. Rose 
Wilson, president. 


.The Yerger~High School band 


will present its annual spring con- 
cert in Harris Gymnasium 


elementary students,' isc" 
high 


schoo students, 25c; adults, 35c. 


members 
Club. 
the Band Mothers 


J-H Main Lvader Training 
Matting To Be Held 
Community 4-H Club Main Lead- 


ers will receive training on club 
program Thursday, April 6, at 
7.30 p.m. m the Hempstead County 
Juvenile courtroom. This will in- 
clude county activities, local club 
activities and method demonstra- 
tions. 


Alain Leaders of the following 


clubs are expected to attend ac- 
cording 
to the county agents: 


Blevms Oak Grove, Green Hill 
Sprudell, Harmony, Mt. Moriah' 
Haynes Chapel, Shover Street An' 
tioch, McCaskill and McNab.' 


Weekend Visitors 
Mrs. Helen Flenory and daugh- 


ter Jackie Flenory of Hot Springs 
Arkansas, Mr. and Mrs. George' 
Evans and daughter Danna Evans 
and Miss Shirley Flenory of Lit- 
tle Rock, Arkansas were Eas er 
weekend visitors of Mr. and M-s 
Frank Flenory. 


NEW UNION DEAN 
NEW YORK (AP) - Slated to 


become dean of students at Unbn 
Theological 
seminary, beginning 


June l, is the Rev. James Mase 
Ault, pastor of First Methodist 
church, Pittsfield, Mass. 


Diem promised reforms but the 


Red guerrillas keep infiltrating 


For 80 years the French helc 


Indochina as a colony, including 
Laos. In 1946 Ho Chi Minh, Com- 
munist leader in northern Indo 
china, frustrated by the French 
in his demands for freedom, lee 
his forces against them. 


In the eight-year war that fol- 


lowed the French forces suffered 
172,000 casualties, including 45,000 
killed. France pumped $5 billion 
into Indochina. The United States 
added about another $2 billion to 
help the French. 


In the end the French caved in. 


At the Geneva conference of 1954 
—mainly between Britain, France, 
Russia and Red China—Indochina 
was split up. 
The communists held the biggest 
part, with 77,000 square miles and 
12 million people — what is now 
North Viet Nam. Laos, off on the 
edge of Indochina, was split off 
and given independence. 


The 
anti - Communist 
govern- 


ment of Diem, who took over 
what was left, got South Viet Nam 
with its 50,000 square miles. For 
years he had his hands full trying 
to subdue the different South Viet- 
namese 
groups 
which opposed 


him. 


After the truce, bit by bit, Com- 


munist guerrillas began to infil- 
trate from North Viet Nam. 


Throughout their eight-year war 


the 
French 
got 
comparatively 


little help from the Vietnamese. 
French 
officers 
told 
American 


reporters 
they could count on 


only about 10 per cent of the pop- 
ulation. 


At the start of the Indochina 


war Larry Allen, an AP report- 
er, said: "In hundreds of thous- 
ands 
of 
mud-caked, 
straw- 


thatched 
villages 
of Indochina 


there is little interest in either 
the war or demands for independ 
ence. 


"The 
people 
reflect 
apathy. 


They don't seem to care whether 
a Red flag waves over (them) or 
the banners of democracy." 


Eight years later, when half of 


Indochina was lost to communism 
Secretary of State John Foster 
Dulles 
noted that the French 


fight 
against 
communism 
still 


didn't have broad backing. 


He tried to draw a lesson from 


it, and he said: "Resistance to 
communism needs popular sup- 
port and this in turn means that 
the people should feel they are 
defending their own national in- 
stitutions." 


But the same story is being told 


now jn Laps where the Kennedy 
administration is trying to stop 
the drive of northern Laotian 
Communists who— with the help 
of Russia and forces from North 
Viet Nam— are pushing south. 


There, too, Associated Press 


newsmen have reported the same 
word— "apathy" — which Allen 
noted in the early days of the 
Indochina fighting, plus this: That 
a majority of the Laotians, in- 
stead of siding with the Commu- 
nists or the American-backed gov- 
ernment there, just want to be 
neutral. 


CHAPTER XXV 


Later, full fed, VVaddell started 


for 'his room with the idea o 
catching a little rest against the 
longdrag of the night hours to 
come. But crossing the interva 
beyond the Hill House alley, he 
recalled something that had been 
on his mind, earlier. So instead of 
going straight to the Crowder 
home he cut over to the Vespas- 
ian cottage and to the small shed 
and sable in back of it. 


Sound of his approach brought a 


soft, equine whicker, which greet- 
ed him again with increasing ea- 
gerness as he stepped into the 
stable. Past the gates ot a box 
stall the head of a bay filly lifted 
and a velvety nose reached to- 
ward his outstretched hand. This 
was the pretty little animal Nor 
ma Vespasian had ridden. Movinj, 
into the stall, Waddell ran a hand 
along 
the 
animal's 
back and 


found it rough witli dried sweat. 
This was as he expected it would 
ae, for late for work on her re- 
.urn to town, Norma had had no 


Cubans Back 
Away From 
Showdown 
COLUMBUS, Ohio (AP) - A 


Columbus Dispatch staff writer, 
^lair Stcbbins, reporting from the 
J. S. naval base at Guantanamp, 
Cuba, said today Fidel Castro's 
Cuban government had backed 
away from a military showdown 
with U. S. Navy air and sea 
power 
after 
intercepting 
an 


American cable-laying ship. 


The ship, the Western Union, 


md been intercepted Friday in 
ntcrnalional waters five miles off 
he east Cuban port of Baracoa, 
tcbbins reported, 
Stebbins said the Navy's Office 


of Information at Guantanamo 
was not authorized to release the 
nformation immediately. 
He said the Western Union was 
ntercepted at midafternoon by a 
-uban 
gunboat 
which 
pulled 


alongside and ordered the vessel 
o head for shore. 


"The 
entire jet 
strength of 


Guantanamo's 
Carter 
airfield 


tent into action and planes were 
ispatched, two at a time, to 


maintain 
surveillance 
on 
the 


Cuban gunboat and the small 
American vessel," he wrote. 


"At no time did the American 
Jrcraft or warship invade Cuban 
kies or water. No 
omment, 
however, 


one would 
on 
what 
, 


might have happened if the cable 


hip had not been released. Nor 
s _it known whether an explicit 
Itimatum was delivered to the 
Cubans during the time when 
eace hung in the balance." 
After being released, the cable 
hip proceeded to Key West under 
scort of a destroyer, the account 
aid. 


time to do more than unsaddle 
the filly and pull down a feed of 
wild timothy for it. 


Waddell located a curry comb 


and brush and began giving tl 
filly a grooming. 


He thought again of the girl wh 


had ridden this horse, how sh 
had looked in the saddle, ho 
quick and fine her laughter, an 
the full richness of character sh 
had revealed. 


Then he turned quickly in re 


sponse to the slightly mockin 
words which reached him. 


"Changed jobs, maybe? Now 


stable roustabout?" 
. 
' 


Past the gate of the box stall h 


looked at Lucy Garrison in th 
stable entrance, a shoulder poin 
hooked 
negligently against 
th 


door post. With her back to th 
light he could make nothing o 
her expression beyond the faim 
ly jeering twist of her lips. 


"A roustabout for a quiet hour, 


he admitted briefly. "And think 
ing how honest and secure a sta 
blc can be. How did you ge 
here?" 


"I'd been visiting with Mr; 


Crowder. I saw you go in here, s 
I came over." 


Ho put curry comb and brus 


aside, moved from the stall t 
stand beside her. He got his to 
babacco and rolled a cigarette 


"Why?" 
Her voice was low, without 


trace of jeering. "I'm not sure 
Impulse maybe, or curiosity. Yo 
should feel flattered, Chris Wad 
dell. I'm not in the habit of rail 
ing after men', either on impuls 
or any other reason." 


"Just what do you expect ,o 


me?" 


"I don't know. Maybe if yoi 
/ill talk to me. Yes, I thin] 
that's it. Just talk to me," 


"About—what?" 
"Most anything. Except mine, 


and ore and assays—and Garr: 
son respectability!" She ended 
trifle fiercely. 


"There's nothing wrong will 


mines, or respectability." Smiling 
a trifle, he added, "Though righ 
now the las tis getting quite a go 
ing over. For you shouldn't seel 
out strange men in stables, yoi 
mow—not for any reason." 


"I'd make friends with a wood 


en Indian," she declared, "just sc 
: had somebody different to talk 
to. Dad and his mines. Aunt Clara 
and her everlasting respectabili 
ty!" 


"Surely your home can't always 
o as empty as that," Waddel 


said. "Your father—your aunt— 
they must have friends?" 


"Dad, yes. But they all talk of 


the same things he does. And so 
far, Aunt Clara hasn't found any- 
one in Midas Hill who measure: 
up to her ideas. Of course she'l. 
have no truck with the common 
herd. 


"What would she think if she 


OUR ANCESTORS 


Arkansas County 
Disaster Area 


WASHINGTON (AP) - The 


Small Business Administration to- 
day designated Arkansas County, 
Ark., and adjacent localities as a 
disaster area as a result of dam- 
age from a recent storm. 


The action permits home own- 


ers, business firms, churches and 
charitable institutions to apply to 
SBA for reconstruction loans. 


Applications may be filed at the 


SBA office ia Little 


he gets seasick, Cap'n Chris! Won't *\m OH 
unless he's issued plenty of dramajninej" 


saw you here, talking to me?" 


"That I was headed straight for 


the hotest corner of the devil's 
kitchen. Aunt Clara just can't get 
rid of her conviction that all men 
are monsters. That 
is—all 
but 


one." 


"And who would that preferred 


individual be?" 


"Price Ringgold." 
r- 


"Price Ringgold!" Waddell' so- 


bered. "Your friend, too!" 


"No. I hate him!" It was a flat, 


definite statement. "I do not see 
how Dad and Aunt Clara can 
stand him around. And he hates 
you, you know." 


"I would guess that he might," 


Waddell acknowledged. "How did 
you learn of it?" 


"I heard him ranting to Dad 


about you, saying you should- oe 
run out of camp. I've wondered, 
what you did to him." 


"Mainly refuse to get off the 


earth when he came by." 


She nodded. "That would do it. 


He can't stand to be opposed." 
Abruptly she changed the subject. 
"How long have you known Nor- 
ma Vespasian?" 


Waddell replied warily. "Only 


since I came to Midas Hill." "•. 


"You like her, don't you? Else 


you wouldn't be caring for her 
horse." 


"She's a very admirable per- 


son," Waddell said carefully. 


"Do you say that about all J 


women." 
"I don't know many women," 


fenced Waddell. 


"Could you say it about me— 


and mean it?" 


"I could-and I do." 


(To Be Continued) 


Legal Notice 


IN THE COUNTY COURT 
OF HEMPSTEAD 
COUNTY, ARKANSAS 


IN THE MATTER OF THE 
PROPOSED ANNEXATION 
OF CERTAIN LANDS TO 
THE CITY OF HOPE, 
ARKANSAS. 


it 
NOTICE 


NOTICE IS HEREBY GIVEN 


that William Butler, Thurman 
Ridling, E. B. Stewart, Ralph 
Saunders, Mrs. M. B. Gentry, 
Weston Greene, Carter Sutton and 
William Briant have filed with 
the Clerk of the Hempstead County 
Court, Hope, Arkansas, a petition 
purporting to be signed by a r.J.- 
jority of the real estate owners of 
the following lands, to-wit: 


Commence at the intersection 


of the now existing East bound- 
ary line of the City Limits of 
the City of Hope, Arkansas and 
the north boundary line of the 
State Highway No. 4 right-of- 
way, 
and from this Point of 


Beginning continue south along 
an 
extension of said East 


Boundary line to a point where 
the same intersects the south 
boundary line of Section 35, 
Township 12 South, Range 24 
West, run thence West along 
said south boundary line to a 
point being the Southeast corner 
of the Southwest Quarter of the 
Southwest Quarter (SWV4 SW%) 
of Section 34, Township 12 South, 
Range 24 West, run thence north 
along the east line of stfi 
Quarter-Quarter Section and as 
extension to a point where the 
same intersects the north bound- 
ary line of the Shover Road 
right-of-way, run thence easter- 
ly 
along 
said 
right-of-way 


boundary line and continue east- 
erly along the north boundary 
line qf the State Highway No. 4 
right-of-way back to the point of 
beginning. 
illeging to be contiguous to aJH 
idjoining the City of Hope, Arkan- 
as, praying that the above dp- 
cribed property be annexed to the 
City of Hope, Arkansas. All par. 
ons interested in this matter are 
hereby notified that the Court has 
et a hearing on said petition for 
wo o'clock P. M. on the first day 
f May, 1961, in the County Court 
loom of the Hempstead County 
lourt House. Any person inter' 
sted may appear and contest O 
ranting of the prayer of said ne- 
Uion. 
WITNESS my hand and seal of 
aid Court this 24 day of March, 


(SJEAL) 


J. D. TURNAGE, CLER1 
By Inez Compton 


Deputy 


Marco 28, April 4,11, mi 
j, • 


, April 4, 1941 
H O P E IT A H , 
M O P I, A R K A N S A S 


American Statesman 


1.1) 


ACR6SS 


' 1 American' 
• 
diplomat, 
Dean 
• 


5 He is in the 


Kennedy •** 


12 Century plant 
13 Be overbearing 
14 Biblical weed 
15 Hawaiian 
. pepper 
16 Story 
1? Fillip 
iSMascutfoa 


nickname 


19 Oaelic 
20 Feminine 


nickname 


22 Courtesy title 
24 School subject 
27 Bud's sibling 
29 Trap 
33 African worm 
34 Division of the 


calyx 


36 Genus of cattle 
37 This-—is 


, Lt.S. secretary 


of state 


38 Idolize 
39 Pillar 
40 Violin maker 
42 Make lace 
43 Compass point 
44 European 


mountain 
46 College degree 


48 Store 
51 Fourth Arabian 


caliph 


63 Conceal 
57 Musical quality 
68 Beverage 
59 Smell 
GO Ivory-like 
,62 Clusters of 
j 
sporangia In 


I 
ferns 


.63 Have 
64 Enthusiastic 


ardor 


TIZZ 


BOWt 


1 Rddent* 
2 TaUri»n l»ncer 
3 Rail bird 
4 Retains 


I rarjLJu • rancaes • uuu 
I LII »nca ' maaEi 1 eiua 


ana 


8 Gather 
uura 


8 Hospitil 


r*«iiSent«!«Hof 
notioi • rautaa 


10 Congers 
11 Large plant 
13 Lingered 
21 Attack 
23 Small island* 
24 Mourning silt 
25 Wander 
26 African river 
28 Blemish 
30 He is an — 


statesman 


31 Horse color 
32 Italian city 
35 Arable 
41 Small candle* 
45 Tops of heads 
47 President 


Kennedy —— 
him to head 
the State 
Department 


48 Pace 
49 Tramp 
50 Burden 
62 Meadow* 
54 False god 
55 Feminine 


appellation 


56 Ireland 
61 Mariner's 


direction 


NEWSPAPER ENTERPRISE ASSN. 


By Kate Ozann 


© 1961 by NEA. Inn. T.M. Rej. U.S, Pit, Olf. 


"Sure, it's OK if you like westerns, but please stop 


calling me 'ma'am'i" 


FRECKLES AND HIS FRIENDS By Merrill Blower 


NUTTY IS 
P*tny PIAM/ We 


(SIGH!) THERE HE. 


IS, R(6Hr AT 


SEVEN AS USUALf 
Jr;;c§l! 
PONS 


FOR, 


9 


MORTY MEEKLE 


<* 


F 


IVE GOT TO 
60ME THOUGHT 
TO WHAT I WANT 


TO BE WHEN 
I GROW UP. 


I THINK I'D LIKE TO 
BE A FIGHTER AND 


CHALLENGE THE 


WORLD'S CHAMPION. 


J+~*.V. 


TIZZY 


Ppgc five 


ffi) 1K1 fc» Ht*. Int. T.M. «<(. U.». fit. M* 


ALLEY OOP 


THERE'S THE 
THIEVES.' (SET 
'EM, POVP.' 


; 
/ \\i\WG, I. iSOT A 
' 
E-INMNe 


, 
OUR UlCK'.'i 
"\ 


By V. T. Hamlin 


"Actually I don't know how heavy a load we've put 
in it—how much does your mother weigh, dear?" 


COP, SIR,..ALLEVaOW 
FOLKS USUALLY 


I'M HIRfet! A YEftER,, \CALL ME AL/ 
\OU SAYP I UH, WHAT3i 


\OURNAM6 
ANVWAY.P 


HELPER, EH? SCOW VOJ 
AN START ON THOSE/' 
IPAHOS.' TAKE FIVE ( RIGHT/ j 
\ 


CAPTAIN EASY 
By Leslie Turner 


SWEETIE PIE 
By Nodlne ScltMr 


© 1961 by NEA, Inc. 
T.M. R>I. U.S. Fit. Olf. 


I'LL CHftNflE ClOTHB*, 
AMP GET THftT TROWEt- 


: I LEFT HERB! 
f?OHASKA 
^U5E* THE 
KBV HE HAP 
HIPDEW ||J 


THIS GUM T 
THAT'S TWICE I'VE SEAK'CHEO THE 


I TOOK FPOM ? ATTIC FOR WHATEVER CAUJEP THOSE 
TH' PEPLITV OWUlNGOPtY <3[?OW$! I'M SURE THEV 
TH' TRAIN) WILL^J^pif*^ CAME FR0HA THERE V 
COME IN H 
^nr^--M 
-J 


NOW1 


BLONDIE 
By Chic Young 


^•3C 


YOU HAVEN'T HAt? ) 


A REGULAR 
•< 


PROGRAM OMALl- 


EVENING . 
•v_y 


V 


.t(. 


I. L VOL i DO jl I 


IS LISTEN TO 
\ 
"/'' "' 
, "\ 
?i.., 


/ TI-IP.Y DONT 
A ":|i 


C/^A?, 
VINTEPRUPT J I 


Jfv^ 
C SO MUCH 1 
'f! 


Uf 
^" 


^RISCILLA'S POP 
By Al Vermeer, 


"She refuses to smile at anyone until her front tooth 


grows back!" 


SIDE GLANCES 
By Galbraith 


'Don't fight It, Marjorie! Maybe the directions are 


in the box!" 


ANOTHER 


NEW 
DRESS 
•as 


rA WIFE -SURE, IS 
AN EXPEN-srv/E 
INVESTMENT/ 


D 


lug. 1.M, H.». U.B, I'll. OH. 


SHORT RIBS 


'AT LEAST SHE'S' 
PROMPT WITH 
DIVIDENDS! 


4-4 


By Frank O'Neal 


e WK CLOCK, 


VOU'H. HAVE NO MQREHROU&J.E. 
1-BONG! 
7-BONG! 


2-BONG! 
8-BON6! 


3-BOMGl 
9-BONG! 


^-BONG! 
10-BONG! 


5-BONG! 
11-BONG! 


6-BONG! 
12BOWG! 


OUT OUR WAY 
By J. R. WiUlame 
OUR BOARDING HOUSE 
with Major Hoopte 


By Pick Cralfl 


CRUSHERCULUGAN 


HEAVVWEIGHT 
CHAMP FIGHTS 
^ 


V-4^ 


THE STOBY QF MARTHA WAYNI 


THEN AGAIN, MAYBE 
I'D RATHER BE A 


JET PILOT. 


j) 1M1 by NC*. Ino. T.M. lUj. M.S. P«t Oil. 
THH WORRV WART 
,'; 
ii:. 
>'v'r,.To... ^- 


r c«Nivr BPI VPVJP 1 S 
NIECE lM5P»R6SyoOR 
L CANT BEL\EV& 1 /HUSBAND/RAFTER ALL,' 


sue VIAS (?L)MNER-UP IM 
THE MISS IROM\MG 
OLD 


SOT HIS VOICE 


A5)M^J,^^L^fv^> 
^S LAM6 
THE 


•DAY/ 
SPEECHLESS 


X\FTEf?-fHE5HoW 
oLoeoy 


BUGSBUNMY 


I 6U6S5 WE'iZC COOWWa?S OF \,or MAK& A MICE S-ITE^VES, TOM, BUT WHAT 


' ALL THIS SIMCi VDUK BBOTHEK S MI FOR THE MUSEUM, / WILL VIC DO WHEN WF 


: MIS HALP FOCMV WIWTI(06S/Jl[jJi& WOM'T IT? ^^ RMDS OUTyOUtet 


...* FOWNV. TUCKS1* MOTWWS 


ABOUT IT OU TUt RADIO / 
h 


TH'ONLY NIS8LE 


I'VE HAP ALL 


PAY AN!' I tOSf 
'IMl I'M GONNA 
QUIT FI6HIN' 
PER GOOP! 
I'M... 


V-vl 


l&) 


Page Six 
H O P ! 
S T A R , H O P I , A R K A N S A S 


St. Louis Hits 
Ouachita Team 


ST. JOSEPH, Mo. (AP) —St. 


Louis defeated Ouachita Baptist 
College of Arkadclphia 56-40 Mon- 
day in the 
first 
round of the 


Woman's National 
AAU basket- 


ball tournament here. 


The Ouachita team was not 


eliminated. It entered a consola- 
tion bracket. 


Brightest Golf 


Stars Tune Up 
for Masters 


By JERRY UISKA 


Associated Press Sports Writer 


AUGUSTA. 0,i. (APi-As Rolf's 


brightest stars tuned up today for 
the silver jubilee Maslers Tour- 
nnmenl. 
the meet's 
very 
first 


chamnion 
s;iid 
the 
storied Au- 


gusta National ronrso now is a 
test of power rather than finesse. 


Morton Smith, the aging, me- 


ticulous putter who won the. in- 
augural show in 11W4 and again 
triumphed 
in 
IMfi. readied for 


Thursday's start of his 25th con- innings) 
secntive Maslers. He sadly com- 
Lo« Angeles fA) 12. San Fran- 


Baseball 


By THE ASSOCIATED PRESS 


Monday Results 


SI. Louis 4. Chicago < A ' 3 
Pittsburgh 5, Cincinnati 2 
Minnesota 11. Detroit 4 


Hope 


Winners Get 
Rich Pot in 
Pro Playoff 


NEW YORK (AP) - 
There's 


$35,000 up for grabs in the bcst-of- 
sevcn National Basketball Asso- 
ciation championship series 
in- 


volving Boston and St. Louis now 
,in 
progress, 
with 
$21,000 ear- 


j marked for the 10 players on the 
winning team and $14,000 to the 
losers. 


The huge melon is approximate-. 
, 


ly one-quarter of the $125.000 pot! of the American Bowling Congress 
*. . 
' . 
. 
_ _ _ . 
- « . . . 
H nil r tin mom nv/vhinnfl iin cni*irtnc* 


Star 


SPORTS 


No Threats in 
Bowling Congress 


DETROIT fAP) —The,31st day 


with which the NBA officials re- 
ward 
teams competing 
in the 


various playoffs. The players do 


Philadelphia 3, New York 2 (16 'not share in the gate receipts as 


innings) 


Washington 2, Baltimore 1 (13 {nc \vor|(| 


js done by the baseball teams in 


mented that the Augusta National cisco 
"just isn't lre;>cherous now." 


"It still is a tremendous golf 


course." said Smith of Ihe par 
36-36—72 layout cradled in some 
G.OOO yards of horticultural splen- 
dor. "But 
within the past 
five 


years somehow it has called for 
more, power than trickery." 


Cleveland in. Boston 9 


Tuesday Games 


Tournament produced no serious 
threats to the leaders of the big 
tenpin circus' nine categories. 


Chuck Winterstecn, 34, operator 


of a Hammond, Ind., bowling cen- 


Indians Get 
Win Streak 
Snapped 


Fishing Around 
Arkansas Lakes 


LITTLE ROCK (AP) -Here is 


a fishing forecast from the Arkan- 
sas Game and Fish Commission: 


Lake Maumelle: Clear mid por- 


tion but muddy around edges. 
Water about 23 inches high. Bass 
and crappie fair to good on live 
minnows and small flies. 


Lake 
Hamilton: 
Water 
dingy 


but fishable. Black bass fair to 
good on minnows and 
artificial 


bait. Crappie fair to good on min- jj towarci the Philadelphia Phillies' 


Roberts Looks 
Good Before 
Being Injured 


By DON WEISS 


Associated press Sports Writer 
Robin Roberts, puffed ear and 


all, 
has taken another big stride 


Tuesday, April 4, 1961 
— 
—' 


two runs and six hits in eight 
nings for the Cardinals. St. Louis- 
scored all its runs in the sixth, 
three on Joe Cunningham's bases- 
loaded triple. 


Bob Friend used homers by De> 


Rice, 
Steve 
Bilko 
and 
Fayc 


Throncberry to whip Juan Marl- 
cha! and the Giants. Marichal, 
Giants' rookie ace last year, was 
blasted for seven runs and 11 hj^ 
in 
five 
innings. 
Felipe 
Ami 


homered twice for San Francisco. 


Catcher 
F r a n k Zupo's 
bad 


throw on Marty Keough's bunt 
enabled Jim 
Mahoncy to score 


, IU WCll U 
L I 1 U 
t HllCUJV.lf" 1" 
* 
,. 
, 
• . || 
1 ill 1 
'.-i 
! 
rt 
nows. Bream poor. 
i opening day assignment that used i from second with Hie 
,,th inning 


Lake Conway: Water dingy and to hc his |,y i,a|3jt. 
'•"" lhnl hpnl lh(' Orioles. Rookie 


JONESBORO, Ark (AP) -The Fair on minnows and doll Bte. 


a little above normal. All fishing 
fair. 


Lake Norfork: Black bass good 


on deep-running lures. Crappie ycars" a"s'the National League's 


The veteran pitcher. :i4. who 


has had onlv one winning season 


Joe McCliiin, looming bigger cv- 
cry day in the Senators' plans, 
ii'in uuu univ uit^ 
v> muni.-, .j~«.jw.. 
- 
, 
, 
|, 
. 


in the last four after ranking for worked nine innings and allowed 


Arkansas Indians, who had their 
top 
right-hander, 
pushed 
his 


one run and several hits. 


The ex-Senators—the MirihesS 


tcr' sllppliccl thc only ^citcment ™ 


The 
am f i h i n g the season > ^he classic division when he 


with the highest won-lost percent- 
age is given $2,000. That went lo 


to°k 


™« 


Philadelphia vs. 


Tampa 


_, 
this year. Additionally, thc Earl ,J°l>ns°n °f, Chicago who 


teams 
winning 
the 
divisional i «'';»«' thc lcad last Wednesday 


place in the singles h^e.'today in an atlcmpt to cvcn 
"" ^^.^^ithe scries 


winning sii-oik smnnml 
Lake Grccson: Water clcar and string of scoreless exhibition in-1 Twins—rode their home run pow- 


~" Mnnd.,v hv Missis 
normal> LarScrnouth black bass nings to 23 1-3 Monday. Then a ' cr sver Detroit, accounting for 10 
monuuy iiy missis,- fnil. m mjnnows and 
artificial ^^ Q([ his rjghl car scnt him o[ lnei[. n runs 011 two cira,il , 


on the Rebels again ^a^ 


Lake Bull Shoals: Water con- 


dition good and rising. Bass fair 


in on minnows and underwater bait. 


Cincinnati at championships get $10,000 each. 


1 Boston won the Eastern flag, St. 


New York vs. St. Louis at St. LOUis the Western. 


Petersburg 
j 
LOS Angeles and 
Philadelphia, 


Milwaukee vs. Minnesota at Or- as runners up in each division, 


733. 


Everett 
MacKcy, 
Painesville, 


Ohio., tied for fifth place in the 
regular singles wtih 684. The 44- 
ycar-olcl industrial printer rolled 


lando 
were rewarded with $3.000 and all' B.a mc« J£ 241, 190 and 253 in his 


, 
, 
Detroit vs. Pittsburgh at Fort four teams in the semifinal play- first ABC tournament. 


Billy jasper, former l,S Open Mycrs 
, „ 
_ 
Philaddphia, Syracuse, 


champion and a ranking Masters | 
Los AnRclcs ( N ) vs. Cleveland Los Angcles and Dctroit _ each 


contender fh.< year, also thinks |al Tucsoll 
| | 
m 


the once-treacherous speed of Au- ; 
Snn 
FraIlcisco 
vs. 
Tacoma 


gusta's greens is gone to some ; ,PCL, at Cnsa Granflc 
degree. 


"They are so well-matted now.; 
Los Angeles (A) vs. Chicago 


( N ) at 


they prohahly never will be as : 
Baitimorcc vs. Kansas City at 


" 
fast as they once were." said 
Casper, 
whose 
3-undcr-par 
67, 
Wasilington VS. Chicago (A) at 


practice round Monday indicated ; sarasota 
he'll be pressing to improve his j l 
'wednesdaV Games 


fourth-place Masters' finish last 
year with 287. 


Two other plavers n!«o seeking 


their first Masters' title. Chick 


Wcst Palm Bcach 


St. Louis vs. Ncw York at St. 


Harbert and Dick Chapman, fired 
G9s as most of the big guns in 
the expected field of more than 
90 hand-picked entries tested the 
wind-swept course under leaden 
skies. 


Petersburg 


Cincinnati 


Jacksonville 


Pittsburgh vs. Dclroit at Lake-- 


land 


Washington vs. Philadelphia at 


vs. 
Milwaukee 
at 


Los Angeles < N ) vs. San Fran- 


Winners of the divisional cham- 


pionship scries were enriched by 
$10,500 per club while the 
two 


losers got $8,500. This year Boston 
and St. Louis got the larger sums 
while Syracuse and Los Angeles 
the smaller amount. 


If Boston wins the best-of-seven 


final round, the Celtics will divide 
?43.500. If St. 
Louis 
wins, 
the 


Hawks will have $41,500 to split. 


„ . .. 
, 
. 
.. cisco at Phoenix 
Defending c h a m p i o n Arnold 
chj 
( N, 
Boston at Al. 


Palmer, aiming for an unprece- buqwr^c 


I 
Minnesota vs. Baltimore at Mi- 


ami 


an unprece- 


dented second successive Masters' 
title and his third in four years. 
came in with "a 71 or something 
like that." 


Ken Venturi. who finished 
a 


stroke behind Palmer's winning 
282 last year, also shot a 71. 
while 73s were carded 
by 
Ben 


Hogan, two-time Masters winner 
and holder of the meet recorj of 
274 
(l!)53i; 
power-hitting 
Mike 


Souchak: Jay Hcbcrt. and Walter 
Burkcmo. 


Kansas City vs. Chicago (A) at 


Sarasota 


Los Angeles (A> vs. Cleveland 


at Tucson 


Basketball Probe 
Brings Arrests 


NEW YORK (AP) — The New 


Views Differ 
on the John 
Birch Society 


LOS ANGELES (API—Different 


views were voiced today on the 
death of John Birch, for whom 
the right-wing John Birch Society 
was named. 


Birch, then an Army captain, 


j was killed Aug. 25, 1945 while on 


an OSS intelligence mission in 
central China. 
.m; I with an extension of coverage to 
In Billings, Mont., a radio-TV I.,. 
.. 
..... 
. 
Wftllnp<5 


JFK Presses 
for His New 
Frontier Plan 


WASHINGTON (AP) - 
Demo- 


crats are launching a big effort 
to bring public pressure to bear 
on Congress for 
enactment 
of 


President Kennedy's New Fron- 
tier program. 


Instructions have gone out from 


the Democratic National Commit- 
tee lo party workers across the 
country lo drum up support for 
Ihe President's program by urg- 
ing citizens to write and call 
their senators and congressmen. 


Margaret Price, vice chairman 


of Ihe commitlee, 
is sponsoring 


a "Support the President" drive 
among women. She has pointed 
it in its initial stages 
toward 


exerting pressure on the Senate to 
get the kind of minimum wage 
bill Kennedy wants. 


Kennedy's proposal Cor a stcp- 


by-stcp increase in the minimum 


Ole Miss beat' thc Tribe 


the second game of a 
header. 
Arkansas 
had 


Western Illinois 4-2 in the opener, bait. Crappie fair on minnows. 
Western 
Illinois docs 
not play i Lake Catherine: Fishing p«r. 


here today. 
j 


Bol) Siddcll of Olc Miss doled 


out only six hits in handcuffing 
the 
Indians. 
Terry 
Evcrelt of 


Arkansas State struck out nine, 
walked one and allowed six hits 


to the showers sooner than Man- 
ager Gene Mauch had intended 


Roberts pitched (i 1-3 scoreless 


shots by Harmon Killcbrew and 
one apiece by Don Mincher, Dan 
Dobbek and Elmer Valo. Chuck 


. innings in the Phils' 3-2. Hi-inning Stobbs kept thc Tigers under con- 


Lake Ouachila: Water dingy, i victory over the Ncw York Van- j trol with a yield of just three hits 


Bass fair 
lo good 
on artificial kees—then wobbled off the field I in seven innings. 
, 


New Manager of 
Ft. Smith Paper 


at St. Petersburg, Fla., when a 
one-hop smash off the bat of the 
Yanks' Clcte Boyer struck him on 
the car. 


Thc 13-year Phils' vet is under- 


going treatment at a Clearwater, 
Fia., hospital to guard against a 


Jones and Doug Elmorc got con-1 
HG succccc]s Richard T. Bcnt- 


sccutiye- doubles for the Robs, W 
41< who rcsigncd to become 


FORT SMITH, Ark. (AP)—Ross "cauliflower ear" but the injury 


in 
the 
victory 
over 
Western ' Pcndergraft, a 35-year-old native , isn't considered serious and he is 


Illinois. 
I Arkansan, 
has 
beei: appointed j expected 
lo 
go 
as 
scheduled 


Arkansas State held the Rebels ! general 
manager 
of 
the 
Port • against the Pirates in an cxhibi- 


to a 3-3 tic 
until thc 
seventh Smith Southwest American 
and lion at Wichita on Friday, 


inning, when Jake Gibbs, Billy | Times Record. 
Barring further complications, 


that'll tune thc 0-2, 200-pound Rob- 
erts for the Phils' opener at Los 
Angeles a week from tonight at 
the Coliseum. 


Back-to-back doubles by Tony 


Taylor and Johnny Callison broke 


Daily Express since 1957, He for- up thc game against the Yanks 
merly was on the staff of the Fort in the feature of a Monday cxhibi- 
Smith newspapers for 10 years lion program that also saw Rob- 
a n d 
was 
national 
advertising oils' former teammate, Curt Sim- 


manager for five years. 
mons, pilch St. Louis to a 4-3 vic- 


sparking a 
four-run 
rally that 


broke the game open. 
business manager of Ihe World- 
Herald at Omaha, Neb. 


Andy Morris and Fred Mitchell | 
Pendergrafl has been general 


each collected two hits for the; manager of the Chickasha, Okla., 
Indians in thc first game. 


Lauderddle 
Reports to 
Prison Farm 


LITTLE ROCK (AP) — E. A. 


Laudcrdale Sr., Little Rock inlc- 


Boston's injury list, already in- 


cluding outfielders Jackie Jen(*::i 
and Carl Yastr/.emski, added Ait- 


ar third baseman Frank Mai- 


zone, who sprained an ankle slid- 
ing into second base. He'll prob- 
ably be sidelined a few days. 


Complete Coverage 


He was born at Mansfield, Ark., 
| and attended Arkansas Tech. 


Mrs. Morehead 
Dies at Conway 


$1 
$1 25 an 


executive, Joseph Sample, 
who 


I York County grand jury began an: served in the same OSS outfit as 
\ investigation today of the latest; Birch, 
said 
in 
an 
interview: i 


! college basketball scandals that "There was no real object lesson 


$3.8 million additional workers, 
was beaten by one vole in the 


grationist leader, has reported to! 
CONWAY, Ark. (AP) — Mrs. 


Cummins State Prison Farm 
Yarnell Morehead, 90, died 


begin serving a three-year sen- 'm a hospital here Monday night, 
tencc imposed 
in Ihe racially- 
Snc was thc mother of Dr. Con- 


tinged bombings here on Labor!nor Morchead, superintendent of 


two men. 


The pair. Aaron Wagman, 28, 


Redwings Plan 
No New Strategy 
.... r_ 
_ 
_„ 
. 


and Joseph Hacken, 41, both of.William P. Weiss Jr. - 
one/ime 


DETROIT (AP) - The Detroit New York were scheduled to ap-I OSS officer who made — tu-" 


The House then passed a Re- 


publican 
substitute 
raising 
the 
o- 
-- 
. , 
piiuiiuuii 
auusuiuii; 
iciibini; 
mu 
already have led to the arrest of m Birch s death and certainly no|inlnimum 
(Q $ug ^ CQvering 


glory." 


In 
Los 
Angeles, 
stockbroker 
1.4 million additional workers. 


In what seemed an obvious at- 


Day, 
1959. 


Laudcrdale had been given un- 


til today to enter the prison, but 
Sheriff L. C. Young said he pick- 
ed up commilmcnt papers Satur- 
day and went to Ihe farm on Sun- 
clay. 


'The Arkansas Supreme Court, 


| the Methodist Children's home in 


Little Rock, and 
thc widow of 


Rev. R. C. Morehead, who served 
Methodist churches in a number of 
Arkansas ci'.ies before his death 
in 1943. 


tory over Chicago's White Sox; 
Pittsburgh whip Cincinnati 5-2; 
the new Los Angcles Angels crush 
San Francisco .12-8; Washington 
edge Baltimore 2-1 in 13 innings; 
Minnesota wallop Dctroil 11-4 and 
Cleveland outlast Boston 10-!). 


Simmons, who helped Roberts 


and Jim Konslanly pilch the Phil- 
lie Whiz Kids to their .startling 
NL pennant in 1950, allowed bul 


Fight Results 
By THE ASSOCIATED PRESS 
San Francisco — Hank Casey, 


159, 
San 
Francisco, 
outpointed 


I Eddie Andrews, Ifil, Las Vegas, 


Other survivors include another Nov., 10. 


son, Dr. Charles G. Morehead of 
> 
New York — Obdulio Nunez, 


tri a divided opinion, recently up- Raleigh, N.C., and a daughter, Mrs 157'A, Puerto Rico, stopped Phil 
held the prison sentence and a 
$500 fine. The court refused a rc- 


H.W. Camp of near Morrillon. 


Funeral will be at First Mclh- 


Red 
Wings 


changes, no matter what team, tl.ate 
Louis 
Wallach 


they 
face 
in thc Stanley Cup, COUrt. 


. 
, 
me to accumulatc 
Sonate 
killed 
. 


plan 
no strategy pear for a hearing before Magis- ; mission on which Birch was killed Democratic 
leaders 
postponed U. S. Supreme Court review 


atter what team , trate 
Louis Wallach 
in felony —said: "Certainly John was just „ 
, 
o . . 
nn ., 
VnnnQj,, Kn, 
The state contended that 


hockey finals. 
Both have been charged with 


hearing, and Lauderdalc's attor- iotlisl 
Church here at 4 p.m 


nr-ys decided against trying for a 


-..am: 
^iidi...y uu.... »» J-»* .senate action on the Kennedy bill 
as much a hero as any other 
• 


"Our formula is simple." said bribing two Seton Hall players-country." 


American soldier who died for his 


Genera! Manager Jack Adams, j and ono f,-om the university of 
"All we have to do is to be certain , Connecticut to shave points on 
to keep using it." 
i games in wnicn tneir teams were 


Adams and 
Coach Sid Abel involved. 


agreed that the way the underdog 
One New York police source 


Red Win?s beat the Toronto Ma- i said the scandal 
could involve; 


pie Leafs in five games in their from 15 to 25 colleges, 
best-of-seven semifinal series was 
gut so f a r > District Attorney 


"check the daylights out of them Frank Hogan — who also handled 
and keep the pressure on-and the 1951 fixing scandal — has 
nope your hard work pays off " made no new revelations. 


The Wings never trailed except 


in the opening game, Toronto's 
lone triumph of the series 


The Wings claim they don't care 


which team they face. The Chica- 
go Black Hawks lead the Montreal 
Canadiens, regular season cham- 
pions of the Nations-! H o c k e v 


In Pasadena, a Los Angeles 


suburb, manufacturer Gustav J. 
Krause—another 
wartime com- 


rade of Birch—said: "He brought 


until thc middle of next week. 


Through its publication, "The 


Democrat," the national commit- 
tee spelled out some of the spend- 
ing benefits it said 
states 
and 


Thc state contended that Lau 
Ground hog young are born in 


derdalc masterminded a plot lo late April or early May, four or,8. 


Moyer, 155%, Portland, Ore., 8. 


Chicago — Billy Braggs, 137'i;, 


Milwaukee, outpointed 
Art 
Wil- 


btirn, J38, Galcsburg, 111., 8; Wil- 
lie Wcstbrook, 148, Chicago, out- 
pointed T. J Jones, 149, Chicago, 


SINKING 


THEFT & FIRE 


MOTOR LOSS 


VANDALISM 


COLLISION 


HAULING DAMAGE 


Fast claims service and fair set- 
tlements. Protects you on all U.S. 
and Canadian watery/ays. Covers 
nearly every risk at low cost. 


FARMERS 3N3UH/1NCE 


bomb 
the 
Little 
Rock 
School, five to a litter. By August the 


Board 
office, Mayor Werner C. 


Knoop's business office and Fire 
Chief 
Gann Nallcy's city-owned 


local communities will get from automobile. 


. 
, , . 
j n 
u rfMn't a Kennedy program Republicans 
No one was injured in the se- 
about his own death. He d ' a n t j h 
tt 
k d 
ff , 
„ j 
jn 
ries 
ot 
nighttime 
dynamiting*. 


;die the hero he was supposed to | h 
fe „ 
6 
which took placo a fcw woeks a[t. 


National Hockey 


Stanley Cup Playoffs 


By THE ASSOCIATED PRESS 


Monday Results 


No games 


Tuesday Games 


M o n t r e a c h g 
(Chicago 


have died." 


The John Birch Society, under 


fire from some national maga- 
zines, and newspapers and some 
congressmen, has been accused of 
using Fascist tactics in its self- 
appointed task of fighting commu- 
nism. 


The committee listed six pro- 


posals it said will pump $2.1 bil- 
lion additional spending power" 


er the school board, with backing 
of city officials, reopened public 
high schools here with limited in- 


into the economy. They included tegration. 
aid for dependent children of the 
unemployed, Social Security in- 
creases, housing and community 


food distribution, acceleration of 


5fv' , 
. . 
, 
„!,„ development, 
additional 
surplus 
Birch, a missionary's son who fmf) ,}.ch.iKi;(.nn .jnooWnti^ „, 


spoke fluent Chinese, was shot by 
the leader of a group of Commu- 
nist Chinese. 


Samnle. president of KOOK and 


Four others also were charged 


in the 
bombings. One 
pleaded 


guilty and received a five-year 
prison sentence, a second pleaded 
guilty and got off wilh a suspend 


Ihe highway program and speed- ed senlencc and thc remaining 
ed up payments of veterans life two were convicted and. sentenced 


. to three years each. 


anc] 
Lauderdale's case was the last 


babies are able ''.o set up dens 
of their own. 


Buffalo, N. Y. — Jackie Don-1 


nelly, 
I3fi, 
Buffalo, 
outpointed 


Tommy Tibbs, 129V-!, Boston, 10. 


117 W 2nd 
Ph. 7-4115 


insurance dividends. 


The 
insurance 
dividend 


up 
with 


Chicago. 


a 
victory 
tonight in 


No 


series, 3-2) 


Wednesday Games 
ames scheduled 


Window and container glass ac-; 


count for nearly 73 per cent of 
the 8 million tons of glass pro- 
duced 
ar.-nua!!y in 
the 
I'nited 


Sta'es. 
! 


KOOK-TV ,„ Billings, said Birch", ; foo^isSuon mo^es^ been toTe'dls^eV of .' 
se 


• NOW OPEN • 
Gentry Conoco Service 


Third & Louisiana Sts. 
Open 6 A. M. to 8 P. M. 


7 Days a Week. Phone 7-9902 
J9e Gentry, Owner-Operator 


. 
. 
. . 
,4 , 
e ,-,, • ,-„„ luuu uiau tuuuuii muvca udvu uuvru 
patrol ran into "a force of Chmese 
,. h^ b 
, 
der 


^ ; H w 
H• ? K . , 
«THNonc of the o^r Proposals have 
derstandably 
disturbed by wha | 
Congress 
seemed to them an unwarranted jucdlccl LonSiess. 
intrusion, of their area and de- 
manded an explanation. 


"Capt. Birch chose to bluff his 


way out of a difficult situalion. 


_ Harsh words led to insulls ,and j LITTLE ROCK f AP)—T. E. Ty- 
insults to arrogance." 
jier Of Little Rock, a former Pu- 


Weiss, who lives in suburban 
^ laski County representative, said 


IViannKrn 
c»irl • l(T-fp' f Rtt'ph ) WHS i „,!— i. „ 
1,1 
_ t L 
i L i 


Will Try Change 
in Redistricting 


Basketball 


NBA PlaVoffs 


By THE ASSOCIATED PRESS 


Monday Results 


No games 


Tuesday Games 


No games scheduled 


Wednesday Game 
^ 
_ 
_ 
^^ 


St. Louis at 
Boslon 
(Boslon our services during Ihe war on a ! ture referred to a"popuiar~votc.' 


, 
Alhambra, said: "He (Birch) was loday he would altempt to havo 
risking his life over and above t n 0 
congressional 
redistricling 


the normal hazards required 
of , law passec) by the 1361 Legisla- 


leads 
best-of-seven 
final series, volunteer basis. Unfortunately, he I 


1-0) 


js successfllji jt apparcnt- 


HAROLD HENDRIX 
PUl-PWOOD DEALER 


Buyers of Pine and 


Hardwood. 


Hope Yard 
Prescott Yard 


Uth & La. 
N. on Hwy. 47 


7-4321 
88-72310 


Herndon - Corneliu* 


Funeral Home and Burial 


Association 


Ambulance Service 


Two-Way Radio, Oxygen, 


Air Conditioned 


Phone PR 7-4686 


i 
- 


'wasn't as skilled as he should ; ly woui(] mean that candida(cs fo[. 


j national House seats would have 


to run at large next year. 


The referendum on the redis 


tricting act would be held at the 
November, 1962, general election. 


Congressmen would be elected 


at the same time although Dem 
ocratic candidates, who customar- 
ily are successful, would be pick- 
ed at the summer primaries. 


The Legislature cut the present 


six districts to four because a pop- 
ulation loss will reduce the state's 
House representation. 


Tyler and his associates will 


need about 25,000 signatures on 
petitions to refer the redislricting 


New 1961 Model 
TRACTORS 


Now On Display 


- AT - 


PORTER 


Implement & Garage 


W. Jrd S». 
Phone 7-J747 


For • Demon*(ration 


WEIGHING 700 IBS., 


SHOT ON RICH 


MOUHTAIN, IN POLK 


have been. But he certainly is 
just as much a hero, as he died 
for his country in trying condi- 


When to Fish or Hunt 
SoSunor 


Tables 


By John Alden Knight 


The schedule of Solunar peruxi 


as printed below, has been take 
from John Aldon Knight's SoUinw 
Tables. Plan your days so th& 
you will be t'isning in good tern 
cory or htmling in good cover Uiu 
ing these times, if you wish i. 
find the best sport that eacn da 
has to offer. 


The Major periods are shown L 


bold face type. These begin at th 
time shown and last for an hou 
and a half or two hours, then 
after. The minor Periods, show 
In regular type, are of 
shorter duration. 


Minor M«|or Minor M«|» 


Tues. 
Wed. 
Thurs. 
Fri. 
Sat. 
Sun. 


A.M. 


8:10 
1:55 


9:00 2:45 
0:50 3:35 


10:40 4:25 
11:35 5:20 


6-.2Q 


P.M. 


8:30 2:20 
0:20 3:10 
10:10 4:00 
11:05 4:55' 
11:55 5:50 
12:35 6:50 


tions." 


Said 
Krause: 
"The Chinese 


Communists 
would fire 
at 
the 


drop of a hat. Because of Birch's 
background and his long life in 
China he threw his weight around. 
HE was the type of fellow who 
was not a military man but was 
recruited because of his language 
ability. 


law. 
' The act is the second scheduled 
to be referred to popular vote. 


Shortly after the Legislature ad- 


journed, former Atty. Gen, Tom 
Gentry announced he would seek 
a vote on a new law which re 
peals old acts specifically requir- 
ing that railroad train crewmen 
keep a 
lookout 
for persons 01 


property on the tracks. 


"There were many men who 


gave their lives — thousands of ] 
During the Ice Age the moose 


Americans who were much J/IVJH- ' caribou, musk 
oxi-n, 
rnountaii 


er IICTOS. But Birch operated on ' sheep, bear ar.d wolverine cyme 
tin- fact thai he know ihe Chinese1 to Amoricn ,'ic-iu. 
1.:-, Ihe Beriit'4 lam 


lanyuaije and had lived in China." bridge. 


IN AMERICA'S BIGGEST, TOUGHEST 1961 ECONOMY CONTEST... 
Which man drove Rambler? 


In the most realistic test of all-around 
gasoline economy ever staged — the 
NASCAR sanctioned 1961 Pure Oil Econ- 
omy Trials at Daytona—Rambler won 
three trophies, held by driver Les Viland 
in the photo above. 


No other make won more than one 


award . . . most won none. 


Unlike other runs that put a premium 


on feather-footed driving, the Pure Oil 
Economy Trials closely parallel your own 
everyday driving experience. 


Every U.S.-built production car is eligi- 


ble. None are arbitrarily barred, as in 
some runs. In 1961, 145 cars representing 
all 5 U.S. makers competed. 


Rambler American Custom with over- 


drive beat them all to win the cherished 
Overall Winner Trophy and captured the 
Class 6 trophy in competition with Falcon, 
Corvair, Lark and Tempest 4. In fact, it 
took the first 6 places and 8 of thc first 10. 


And Ambassador V-8 by Rambler won 


its Class, swept the first 8 places and 9 
of the first 10 spots. 


With speeds up to 65, and averaging 


more than 40 M.P.H., thc winning Ram- 
bler American made 14 complete stops, 
shifted through the gears 15 times while 
circling the 3.7 mile course, and still 
averaged 26.86 miles per gallon! 


This is the second straight year Rambler 


won thc Pure Oil Economy.Trials. 


Want more proof of Rambler value? 


Then see your Rambler dealer. You'll find 
lop gas economy is just part of your sav- 
ings. Rambler costs less to buy, is voted 
most trouble-free by owners, has top re- 
sale value. 


Rambler dealers sell twice as many com- 


pact cars per dealer as most other dealer 
groups. So, you get a better deal . . . on 
the best of the com pacts. Rambler—world 
standard of compact car excellence. 


SEE YOUR RAMBLER Q£ALER-Drive the Recognized Economy King! 


